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Rules and Regulations 


Title 9—ANIMALS AND 
ANIMAL PRODUCTS 

Chapter III—Consumer and Marketing 
Service (Meat Inspection), Depart¬ 
ment of Agriculture 

SUBCHAPTER A—MEAT INSPECTION 
REGULATIONS 

p ART 318 —REINSPECTION AND 
PREPARATION OF PRODUCTS 


This amendment shall become effective 
upon publication in the Federal Regis¬ 
ter. 

Done at Washington, D.C., this 17th 
day of September 1968. 

R. K. Somers, 

Deputy Administrator, Con¬ 
sumer Protection, Consumer 
and Marketing Service. 

| F.R. Doc. 68-11471; Filed, Sept. 19. 1968; 
8:48 a.m.J 


VOR 207° radials.” and substituting 
therefor “This control zone is effective 
from 0600 to 2200 hours, local time, 
daily/* 

Since this action involves, in part, air¬ 
space outside the United States, the Ad¬ 
ministrator has consulted with the Secre¬ 
tary of State and the Secretary of De¬ 
fense in accordance with the provisions 
of Executive Order 10854. 

(Secs. 307(a), 1110, Federal Aviation Act of 
1958 (49 U.S.C. 1348, 1510); Executive Order 
10854 ( 24 F.R. 9565)) 

Issued in Washington, D.C., on Sep¬ 
tember 12,1968. 

H. B. Helstrom. 

Chief. Airspace and Air 
Traffic Rules Division. 

(F.R. Doc. 68-11440: Filed. Sept. 19, 1968; 
8:46 a.m.) 


(Airspace Docket No. 68-WE-58] 

PART 71 —designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Control Zone 

On July 30, 1968, a notice of proposed 
rule making was published in the Fed¬ 
eral Register (33 F.R. 10805) stating 
that the Federal Aviation Administration 
was proposing an amendment to Part 71 
of the Federal Aviation Regulations that 
would alter the description of the Santa 
Ana, Calif. (MCAF Santa Ana), control 
zone. 

Interested persons were given 30 days 
in which to submit written comments, 
suggestions, or objections. Objections 
were received from the California Aero¬ 
nautics Division and the county of 
Orange. These objections were subse¬ 
quently withdrawn and the proposed 
amendment is hereby adopted without 
change. 

Effective date. This amendment shall 
be effective 0901 G.m.t., November 14, 
1968. 

Issued in Los Angeles, Calif., on Sep¬ 
tember 12,1968. 

Lynn L. Hink, 

Acting Director, Western Region. 

In § 71.171 (33 F.R. 2123) the descrip¬ 
tion of the Santa Ana, Calif. (MCAF 
Santa Ana), control zone is amended by 
deleting the last sentence * This 

control zone will be effective from 0600 to 
2400 hours local time daily," and substi¬ 
tuting therefor "• * ♦ This control zone 
is effective during the specific dates and 
times established in advance by a Notice 
to Airmen. The effective date and time 
will thereafter be continuously published 
in the Airman’s Information Manual.” 

(F.R. Doc. 68-11441; Filed, Sept. 19. 1968; 

8:46 a.m.) 


Disapproval of Nordihydroguaiaretic 

Acid for Use in Certain Meat Food 

Products 

Pursuant to the authority conferred 
by the Federal Meat Inspection Act (34 
Stat. 1260, as amended by 81 Stat. 584, 
21 U.S.C. 601 et seq.), 5 318.7(b)(4) of 
the Meat Inspection Regulations (9 CFR 
318.7(b) (4)) is amended by changing the 
portion of the chart therein dealing with 
the Class of Substance, “Antioxidants 
and oxygen interceptors,” by deleting 
the words “nordihydroguaiaretic acid 
(NDGA)” and the information relating 
thereto, for frozen fresh pork sausage 
and freeze dried meats. 

This amendment is made because the 
Food and Drug Administration has re¬ 
moved (33 F.R, 5619) nordihydro¬ 
guaiaretic acid from the list of food addi¬ 
tives generally recognized as safe for use 
in foods under the Food Additives 
Amendment of 1958 of the Federal Food, 
Drug and Cosmetic Act. The effect of 
such removal is to classify this substance 
as a “food additive" (unless otherwise ex¬ 
cluded) and require it to be deemed 
“unsafe" for use in the absence of an 
exemption or regulation allow'ing such 
use under section 409 of that Act, Meat 
food products containing any such “un¬ 
safe" food additive are classed as adul¬ 
terated under the Federal Meat Inspec¬ 
tion Act. Since this amendment is neces¬ 
sary to conform the regulations to the 
provisions of the Federal Meat Inspec¬ 
tion Act, under the administrative pro¬ 
cedure provisions in 5 U.S.C., section 553,. 
it is found upon good cause that public 
participation in rule making with respect 
thereto is impracticable and unnecessary, 
and good cause is found for making this 
amendment effective less than 30 days 
after publication in the Federal Reg¬ 
ister. 

Nordihydroguaiaretic acid (NDGA) 
* as approved under the Meat Inspec¬ 
tion Act for use in rendered animal fat 
or combination of such fat and vegetable 
prior to the enactment of the Food 
Additives Amendment of 1958 and as to 
such uses it is not a “food additive.” Its 
use in such products in accordance with 
such approvals is deemed safe. Therefore 
no change is made in its status for these 


Title 14—AERONAUTICS AND 
SPACE 

Chapter I—Federal Aviation Admin¬ 
istration, Department of Transpor¬ 
tation 

SUBCHAPTER E—AIRSPACE 

(Airspace Docket No. 68-PC-3) 

PART 71 —DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Control Zone 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regula¬ 
tions is to change the effective times of 
designation of the Kailua, Kona, Hawaii, 
control zone. 

The Kailua, Kona control zone is cur¬ 
rently effective from 0730 to 2215 hours, 
local time daily, June 15 through Sep¬ 
tember 6 , and 0730 to 1830 hours, local 
time daily. September 7 through June 14, 
annually. The Federal Aviation Adminis¬ 
tration is establishing a combined Flight 
Service Station and Control Tower at 
Kona. This facility, expected to be com¬ 
missioned on or about September 30th 
of this year, will be operational from 0600 
to 2200 hours, local time daily. 

In view of the rapidly increasing traf¬ 
fic volume and the recently inaugurated 
turbojet aircraft service to Kona Airport 
it is important that this control zone 
revision be made as soon as possible after 
commissioning of the new combined sta¬ 
tion/tower. 

As a situation exists which demands 
immediate action in the interest of safety 
in air commerce, compliance with the 
Notice and public procedure provisions 
of chapter 5, title 5 of the United States 
Code on administrative procedure is im¬ 
practicable, and for that reason good 
cause exists for this amendment to be¬ 
come effective in less than 30 days. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations 
is amended, effective 0901 G.m.t., Octo¬ 
ber 1, 1968, as hereinafter set forth. 

In § 71.171 (33 F.R. 2058) the Kailua, 
Kona, Hawaii, control zone is amended 
by deleting all after “ • • • Upolu Point 
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| Airspace Docket No. 68-WE-62] 

PART 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Control Zone 

On August 7,1968, a notice of proposed 
rule making was published in the Fed¬ 
eral Register (33 F.R. 11177) stating 
that the Federal Aviation Administration 
was considering an amendment to Part 
71 of the Federal Aviation Regulations 
which would alter the description of the 
Riverside, Calif., control zone. 

Interested persons were given 30 days 
in w r hich to submit written comments, 
suggestions, or objections. No objections 
have been received and the proposed 
amendment is hereby adopted without 
change. 

Effective date . This amendment shan 
be effective 0901 G.m.t. November 14. 
1968. 

Issued in Los Angeles, Calif., on Sep¬ 
tember 12,1968. 

Lynn L. Hink, 

Acting Director, Western Region . 

In §71.171 (33 F.R. 2119) the River¬ 
side, Calif. (Municipal Airport), control 
zone is amended by deleting, “This con¬ 
trol zone is effective from 0600 to 2200 
hours, local time daily.” and substituting 
therefor, “This control zone is effective 
during the specific dates and times estab¬ 
lished in advance by a Notice to Airmen. 
The effective date and time will there¬ 
after be continuously published in the 
Airman’s Information Manual.” 

[F.R. Doc. 68-11442; Filed, Sept. 19. 1968; 

8:46 a.m.J 


[Airspace Docket No. 68-SO-54] 

PART 71—designation of federal 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Control Zone and 
Transition Area 

On August 2, 1968, a notice of proposed 
rule making was published in the Federal 
Register (33 F.R. 11029), stating that the 
Federal Aviation Administration was 
considering amendments to Part 71 of the 
Federal Aviation Regulations that would 
alter the Rocky Mount, N.C., control zone 
and transition area. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through the submission of com¬ 
ments. All comments received were 
favorable. 

Subsequent to the publication of the 
notice, it was determined that the name 
of the airport was published in the con¬ 
trol zone description as “Rocky Mount 
Airport” in lieu of the correct name 
“Rocky Mount Municipal Airport,” and 
the direction “NE” used in describing the 
transition area extension predicated on 
the Rocky Mount VORTAC 083° radial 
should have read “E.” 

Since these amendments are editorial 
in nature, notice and public procedure 


RULES AND REGULATIONS 

hereon are unnecessary and action is 
taken herein to alter the descriptions 
accordingly. 

In consideration of the foregoing, Part 
71 of the Federal Aviation Regulations is 
amended, effective 0901 G.m.t., Novem¬ 
ber 14, 1968, as hereinafter set forth. 

In § 71.171 (33 F.R. 2058), the Rocky 
Mount, N.C., control zone is amended 
to read: 

Rocky Mount. N.C. 

Within a 5-mlle radius of Rocky Mount 
Municipal Airport (lat. 35“58'0r' N.. long. 
77°47'33" W.). 

In § 71.181 (33 F.R. 2137), the Rocky 
Mount. N.C., transition area is amended 
to read: 

Rocky Mount, N.C. 

That airspace extending upward from 700 
feet above the surface within a 7-mile radius 
of Rocky Mount Municipal Airport (lat. 35°- 
58'01" N., long. 77°47'33" W.); within 2 
miles each side of the Rocky Mount VORTAC 
083° radial, extending from the 7-mlle radius 
area to 8 miles east of the VORTAC. 

(Sec. 307(a), Federal Aviation Act of 1958; 
49 U.S.C. 1348(a)) 

Issued in East Point. Ga., on Septem¬ 
ber 11, 1968. 

James G. Rogers, 
Director , Southern Region. 

[F.R. Doc. 68-11443; Filed, Sept. 19. 1968; 
8:46 a.m.J 


[Airspace Docket No. 68-ALr-ll] 

PART 71—designation of federal 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Transition Area; 

Correction 

On August 9, 1968, Airspace Docket No. 
68-9500. published in the Federal Reg¬ 
ister (33 F.R. 11332), stated that this 
amendment to Part 71 of the Federal 
Aviation Regulations would alter the 
Yakutat, Alaska, transition area. It cited 
FAR 71.171 (33 F.R. 2058) control zones 
instead of FAR 71.181 (33 F.R. 2137, 
5214) transition areas. 

The effective date, 0901 G.m.t., Octo¬ 
ber 10, 1968, does not coincide with the 
October 17, 1968, chart publication date 
as was intended. Therefore, action is 
taken herein to correct the cited FAR 
and change the effective date of this 
amendment. 

Since this amendment is editorial in 
nature and will impose no undue burden 
on any person, the Administrator has 
determined that notice and public proce¬ 
dure thereon are unnecessary and it may 
be made effective immediately. 

In consideration of the foregoing, ef¬ 
fective immediately, F.R. Doc. 68-9500 
(33 F.R. 11332) is amended as follows: 

“In 71.171 (33 F.R. 2058)” is deleted 
and “In 71.181 (33 F.R. 2137, 5214)” is 
substituted therefor. 

“effective 0901 G.m.t., October 10, 
1968,” is deleted and “effective 0901 
G.m.t., October 17, 1968” is substituted 
therefor. 


(Sec. 307(a). Federal Aviation Act of 195 « 
49 U.S.C. 1348) ’ 

Issued in Anchorage, Alaska, on Seo- 
tember 16,1968. 

Lyle K. Brown, 
Director, Alaskan Region. 

[F.R. Doc. 68-11444: Filed, Sept. 19, 1QS8: 
8:46 a.m.J 


[Airspace Docket No. 68-SO-70J 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Federal Airway, Addi¬ 
tional Control Area, and Report¬ 
ing Points 

The purpose of these amendments to 
Part 71 of the Federal Aviation Regula¬ 
tions is to change the name of the Miami, 
Fla., RBN to Portland, Fla., wherever 
it appears in the descriptions of Blue 
Federal airway No. 48, Control 1230, 
domestic low altitude reporting points 
and other reporting points. 

The name of the Miami RBN has been 
changed to Portland, effective Septem¬ 
ber 19, 1968. Action is taken herein to 
reflect this change in the Federal Avia¬ 
tion Regulations. 

Since these amendments are editorial 
in nature the Administrator has deter¬ 
mined that notice and public procedure 
hereon is impracticable and that they 
may be made effective in less than 30 
days. 

In consideration of the foregoing, Part 
71 of the Federal Aviation Regulations is 
amended, effective 0901 G.m.t., Septem¬ 
ber 19, 1968, as hereinafter set forth, 

1. In § 71.109 (33 F.R. 2007) B-48 is 
amended to read as follows: 

B-48 From I NT Bimini, Bahamas. RBN 
216° and Portland, Fla., RBN 145 6 bearings; 
12 AGL Portland RBN. 

2. Section 71.163 (33 F.R. 2051) is 
amended as follows: In Control 1230 
“Miami, Fla.; RBN to the INT of the 
Miami RBN 275° bearing” is deleted and 
“Portland, Fla.. RBN to the INT of the 
Portland RBN 275° bearing” is substi¬ 
tuted therefor. 

3. Section 71.203 (33 F.R. 2280) is 
amended as follows: “Miami, Fla. f RBN” 
is deleted and “Portland, Fla., RBN” is 
substituted therefor. 

4. Section 71.209 (33 F.R. 2290) is 
amended as follows: In Gulfstream INT 
“Miami” is deleted and “Portland” is 
substituted therefor. 

(Sec. 307(a), Federal Aviation Act of i960: 
49 U.S.C. 1348) 

Issued in Washington, D.C., on Sep¬ 
tember 12, 1968. 

H. B. Helstrom, 

Chief, Airspace and Air 
Traffic Rules Division. 

[F.R. Doc. 68-11445; Filed, Sept. 19. I 9681 
8:46 a.m.J 
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SUBCHAPTER F—AIR TRAFFIC AND GENERAL OPERATING RULES 

(Reg. Docket No. 9116; Arndt. 616| 

PART 97—STANDARD INSTRUMENT APPROACH PROCEDURES 


Miscellaneous Amendments 


The amendments to the standard instrument approach procedures contained herein are adopted to become effective 
uhen Indicated in order to promote safety. The amended procedures supersede the existing procedures of the same 
classification now in effect for the airports specified therein. For the convenience of the users, the complete procedure is 
reoublished in this amendment indicating the changes to the existing procedures. . 

As a situation exists which demands immediate action in the interests of safety in air commerce, I find that compliance 
with the notice and procedure provisions of the Administrative Procedure Act is impracticable and that good cause exists for 
making this amendment effective within less than 30 days from publication. v _ A _ 

In view of the foregoing and pursuant to the authority delegated to me by the Administrator (24 F.R. 5662), Part 97 
(14 CFR Part 97) is amended as follows: 

1 Bv amending § 97.11 of Subpart B to delete low or medium frequency range (L/MF), automatic direction finding 
(ADF) and very high frequency omnirange (VOR) procedures as follows: 


Louisville Ky.—Standiford Field. NDB (ADF) Runway 1, Arndt. 24. 26 Aug. 1967 (established under Subpart C). 
Louisville, Ky.—Standiford Field. NDB (ADF) Runway 29. Arndt. 5, 9 Sept. 1967 (established under Subpart C). 
Louisville. Ky.—Standiford Field, VOR Runway 29. Amdt. 8, 30 Sept. 1967 (established under Subpart C). 


2. By amending S 97.11 of Subpart B to cancel low or medium frequency range (L/MF), automatic direction finding 
(ADF) and very high frequency omnirange (VOR) procedures as follows: 

Jacksonville, Fla.—Thomas Cole I meson. ADF 1. Amdt. 18, 28 Dec. 1963, canceled, effective 6 Oct. 1968. 

Jacksonville. Fla.—Thomas Cole Imeson, VOR 1. Amdt. 14. 31 Dec. 1966, canceled, effective 6 Oct. 1968. 


3 . By amending § 97.17 of Subpart B to delete instrument landing system (ILS) procedures as follows: 

Louisville, Ky.—Standiford Field. US Runway 1. Amdt. 26. 26 Aug. 1967 (established under Subpart C). 

Louisville, Ky.—Standiford Field, LOC (BC) Runway 19, Amdt. 7. 26 Aug. 1967 (established under Subpart C). 

Louisville, Ky.—Standiford Field, ILS Runway 29. Amdt. 5, 9 Sept. 1967 (established under Subpart C). 

4. By amending § 97.17 of Subpart B to cancel instrument landing system (ILS) procedures as follows: 
Brownsville, Tex.—Rio Grande Valley International. ILS Runway 17L, Amdt. 23, 16 Sept. 1967, canceled, effective 10 Oct. 1968. 
Jacksonville, Fla.—Thomas Cole Imeson, US-5, Amdt. 21, 28 Aug. 1965, canceled, effective 6 Oct. 1968. 


5. By amending § 97.19 of Subpart B to delete radar procedures as follows: 

Louisville, Ky.—Standiford Field, Radar 1, Amdt. 7, 26 Aug. 1967 (established under Subpart C). 


6 . By amending § 97.19 of Subpart B to cancel radar procedures as follows: 

Jacksonville, Fla.—Thomas Cole Imeson, Radar 1, Amdt. 8, 8 July 1967, canceled, effective 6 Oct. 1968. 

7. By amending § 97.23 of Subpart C to establish very high frequency omnirange (VOR) and very high frequency-distance 
measuring equipment (VOR/DME) procedures as follows: 

Standard Instrument Approach Procedure—Tip* VOR 


Bearings, headings, courses and radlals are magnetic. Elevations and altitudes are in feet MSL. except BAT. HAA, and RA. Ceilings are in feet above airport elevation. 
Distances tire in nautical miles unless otherwise indicated, except visibilities which are in statuto miles or hundreds of feet RVR. 

If an Instrument approach procedure of the above type is conducted at the below named airport, it shall be in accordance with the following instrument approach procedure, 
tmlnv an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator. InlUal approach minimum altitudes shall correspond 
with those established for en route operation in the particular area or as set forth below. 


From— 


Terminal routes 


To- 


Missed approach 


Minimum MAP: 6.4 miles after passing JAX VOR 
Via altitudes TAC. 

(feet) 


R nr. JAX VORTAC, counterclockwise.... R 104°, JAX VORTAC (NOPT). 

R 010", JAX VORTAC clockwise. B 104°, JAX VORTAC (NOPT). 


8-mlle DME Arc. 
8-mile DME Arc. 


2000 CUmb to 1000' on R 284° within 16 miles of 
2000 JAX VORTAC. 

Supplementary charting Information: Final 
approach ers intercepts runway center¬ 
line 3000' from threshold. AL8 Runway 
7, HI UL Runways 7/26. TDZ elevation, 
25'. 


Procedure turn N side of ers, 101° Outbnd, 284° Inbnd, 2000' within 10 miles of JAX VORTAC. 
J AF, JAX VORTAC. Final approach ers, R 284°. Distance FAF to MAP, 6.4 miles. 

Minimum altitude over JAX VORTAC, 2000'. 

M8A: OCMP-090*—1300'; 090°-270°-2000'; 270 <, -300°-1300\ 

Note: A8R. 


Day and Night Minimum* 


Cond. 


A 



B 



C 



D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VI8 

HAT 

6-31. 


1 

435 

460 

1 

435 

460 

1 

435 

460 

1 

435 


mda 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

C_ 


1 

471 

600 

1 

471 

600 

1H 

471 

680 

2 

661 

A.... 



T 2-eng. or less—RVR 24, Runway 7; Standard 
runways. 

all other 

T over 2-eng.—RVR 24, 
runways. 

Runway 7; Standard 

all other 


City, Jacksonville; State, Fla.; Airport name, Jacksonville International; Elcv., 29'; Facility, JAX; Procedure No. VOR Runway 31, Amdt. Orlg.; Eff. date, 6 Oct. 68. 
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RULES AND REGULATIONS 


Standard Instrument Approach Procedure — Type VOR — Continued 


Terminal routes 


Missed approach 


From— 


To— 


Via 


Minimum MAP: 8.1 miles after passing LOU VOR. 
altitudes TAG. K 

(feet) 


Climb to 2500' on heading 260® intercent 
R 279® LOU VORTAC and proceed £ 
Corydon Int and hold. 

Supplementary charting information: Hold 
W, 1 minute, right turns, 099* Inbnd 
TDZ elevation, 470'. 


Prooodure turn N side of ers, 120® Outbnd; 300° Inbnd, 2300' within 10 miles of LOU VORTAC. 

FAF, LOU VORTAC. Final approach ers, 300°. Distance FAF to MAP. 8.1 miles. 

Minimum altitude over LOU VORTAC, 2300'; over 5-mile DME Fix, 1180'. 

MSA; 000®-090°—2500'; 000®-180®-2100'; 180®-270®—2300'; 270®-360®—3000'. 

Note: ASR. 

•Inoperative table docs not apply to TTIRLS Runway 29. 

#RVR 1800 authorized Runway 01 for Categories A, B, and C; RVR 2000 authorized Runway 01 for Category D. 


Day and Night Minimums 



Cond. 


A 



B 



C 



D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

8-29*_ 



1 

701 

1180 

1 

701 

1180 

IX 

701 

1180 

IX 

701 



MDA 

VIS 

HAA 

MDA 

VIS 

IIAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

C. 


. 1180 

1 

683 

1180 

1 

683 

1180 

IX 

683 

1180 

2 

683 



DME Minimums: 













MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

S-29®— 



1 

381 

860 

1 

381 

860 

1 

381 

860 

1 

381 



MDA 

VLS 

nAA 

MDA 

VIS 

IIAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

C. 


. 980 

1 

483 

980 

1 

483 

1140 

IX 

643 

1140 

2 

643 

A. 

• 



T 2-eng. or less—Standard.# 



T over 2-eng.—Standard.# 




City, Louisville; State, Ky.; Airport name, Standiford Field; Elev., 497'; Facility, LOU; Procedure No. VOR Runway 29, Arndt. 9; Eff. date, 10 Oct. 68; Sup. Amdt. No.8 

Dated, 30 Sept. 67 

8 . By amending § 97.23 of Subpart C to amend very high frequency omnirange (VOR) and very high frequency -distance 
measuring equipment (VOR/DME) procedures as follows: 

Standard Instrument Approach Procedure—Type VOR 

Bearings, headings, courses and radials are magnotic. Elevations and altitudes aro in feet MSL, except IIAT. HAA, and RA. Ceilings are In feet above airport elevation. 
Distances are in nautical miles unless otherwise indicated, except visibilities which are in statute miles or hundreds of feet RVR. 

If an instrument approach procedure of the above typo is conducted at the below named airport, it shall be in accordance with the following instrument approach procv-Jure, 
unless an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator. Initial approach minimum altitudes shall correspond 
with those established for cn route operation in the particular area or as sot forth below. 



Terminal routes 




Missed approach 

From— 

To— 


Via 

Minimum 

altitudes 

(feet) 

MAP: 4.2 miles after passing Island Int. 

Windsor VOR. 




.. 1700 

Climb to 2800' direct to Belle Int or, when 
directed by ATC, make righUllnib.ng 
turn proceed to Windsor VOR at 2000. 

Supplementary charting information: Ap¬ 
proach radial lies about 600 left of Run¬ 
way 33L. TDZ elevation, 623'. 


Procedure turn not authorized. Approach ers (profile) starts at Windsor VOR. 
FAF, Island Int. Final approach ers, 323°. Distance FAF to MAP. 4.2 miles. 
Minimum altitude over Windsor VOR. 2000'; over Island Int, 1700 . 

MSA: 000°-180®—2000'; 180®-270®—2300 ; ; 270®-360°—2800'. 

Notes: (1) ASR. (2) VOR and ADF receivers or radar required. 

•Sliding scale not authorized. 


Day and Nioht Minimums 


Cond. 


MDA 


A 

VIS 


HAT 


MDA 


B 

VIS 


HAT 


MDA 


C 

VIS 


HAT 


D 

VIS 


S-33LV 
C. 


1200 

MDA 

1200 

Standard.- 


1 

VIS 

1 


677 

HAA 


1200 

MDA 


VIS 


577 

HAA 


1200 

MDA 


1 

VIS 


577 

HAA 


NA 

NA 


676 1200 1 675 1200 IX 575 M M . a u „ in wavs, 

T 2*cng. or loss—300' celling and 1 mile required all run- T over 2-eng.—300' colling and 1 mile required all run > 


ways. 


City, Detroit; State, Mich.; Airport name, Dotroit City; Elev., 626'; Facility, QC; Procedure No. VOR Runway 33L, Amdt. 8; Eff. date, 10 Oct. 68; Sup. Amdt. No.7; 1)atedl 

5 Sept. 68 


FEDERAL REGISTER, VOL. 33, NO. 184—FRIDAY, SEPTEMBER 20, 1968 



















































RULES AND REGULATIONS 
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9 By amending § 97.25 of Subpart C to establish localizer (LOC) and localizer-type directional aid (LDA) procedures 
as follows. Standard Instrument Approach Procedure — Ttpb LOC 

Bearings headings, courses and radials are magnetic. Elevations and altitudes are in feet MSL, except OAT, HAA, and RA. Ceilings are In feet above airport elevation^ 
nuances Sre In nautical miles unless otherw ise Indicated, except visibilities which are In statute miles or hundreds of feet RVR. 

L if an Instrument approach procedure of the above type is conducted at the below named airport, it shall bo in accordance with the following instrument approach procedure, 
untas an approach b conducted in accordance with a different procedure for such airport authorized by the Administrator. Initial approach minimum altitudes shall correspond 
*ith those established for en route operation in the particular area or as sot forth below. 


From— 


Terminal routes 


Missed approach 


To- 


Via 


Minimum 

altitudes MAP: 6 miles after passing Duval Int. 
(feet) 


JAX VORTAC-... 
JA LOM.. 


Duval Int- 

Duval Int. 


_ JAX R-347® .. 

. LOC ers . 


2000 Climb to 1600' on LOC ers 260° within 15 
2000 miles. 

Supplementary charting information: ALS 
Runway 7, HIRL Runways 7/25. TDZ 
elevation, 28'. 


Procedure turn N side of ers, 070° Outbnd, 250° fnbnd, 2000' within 10 miles of Duval Int. 
FAF Duval Int. Final approach ers, 250°. Distance FAF to MAP, 5 miles. 

Minimum altitude over Duval Int., 1600'. 

UMpcratlvc table do« not nppty toTIIRL Runway 25. ^ ^ ^ 



Cond. 


A 



B 



C 


D 



MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA VIS 

HAT 

8-25*_ 


. 460 

1 

432 

460 

1 

432 

460 

1 

432 

460 1 

432 



MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

IIA A 

MDA VIS 

IIA A 

c. 


. 500 

1 

471 

500 

1 

471 

600 

l 'A 

471 

580 2 

551 

A. 


.Standard. 


T 2-eng. or less—RVR 24, 
runways. 

, Runway 7; Standard all other 

T over 2-eng 
runways. 

.-RVR 24, 

Runway 7; Standard all other 


City, Jacksonville; State, Fla.; Airport name, Jacksonville International; Elev., 20'; Facility, I-JAX; Procedure No. LOC(BC) Runway 25, Arndt. Orlg.; EfT. date, 6 Oct. 68 



Terminal routes 


Missed approach 

From— 

To- 

Via 

Minimum 

altitudes MAP: 6 miles after passing Willis Int. 
(feet) 


Lykdale LOM. 


Willis Int. 


LKS LOC 


2500 Climb to 2200' direct Lyledalo LOM and 
hold. 

Supplementary charting information: Hold 
E, 1 minute, right turns, 290° Inbnd. 
TDZ elevation, 477'. 


Procedure turn S side of ers, 290° Outbnd, 110° Inbnd, 2500' within 10 miles of Willis Int. 

FAF, Willis Int. Final approach ers, 110°. Distance FAF to MAP, 6 miles. 

Minimum altitude over Willis Int, 2300'. 

Note: ASH. 

S Inoperative table does not apply to niRLs Runway 11. 
t RV B 1800 authorized Runway 01 for Categories A, B, and C. 

# KVR 2000 authorized Runway 01 for Category D. 

Day and Night Minimums 


A B • C D 

Cond. ----- 


MDA VI8 HAT MDA VIS HAT MDA VIS HAT MDA VI8 HAT 

8-11$. 1040 i 563 1040 1 663 *1040 1 563 1040 1^ 563 

MDA VIS HAA MDA VIS HAA MDA VIS HAA MDA VIS HAA 

C.... 104 0 i 543 1040 1 543 1140 1H 643 , 1140 2 643 

A . Standard. T 2-eng. or less-Standard.# T over 2-ong.-Standard.# 


City, Louisville; State, Ky.; Airport name, Standiford Field; Elev., 497'; Facility, I-LK8; Procedure No. LOC(BC) Runway 11, Arndt. Orlg.; EfI. date, 10 Oct. 68 


No. 184—Pt. I-2 
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RULES AND REGULATIONS 


Stanmed 1 .t ST hum ent Approach Procedure — Type LOC — Continued 



Terminal rentes 



Missed approach 

From— 

To— 

Via 

Minimum 

altitudes 

Ueet) 

MAP : 5A miles after passing Harbor Int. 


IIolscUiw NDU/LOM_Harbor Int_Direct.... 

Henryvllle Int._.Harbor Int.Via LOU, It 332' and SDF 

LOC crs. 

NabbVOR....Harbor Int (NOPT>.Direct. 


2200 Climb to 2500' on heading 2i!0\ intwwu 
3000 R 279* LOU VO R and proceed to Car. 
2200 don Int and hold. 

Alternate missed approach: Climb to 2100' 
direct Holsclaw NDB/LOM. HoM N 1 
minute, right turns, 100" Inbnd. ' 
Supplementary charting information: HoM 
W 1 minute, right turns, m* Inbnd 
TDZ elevation, 494'. 

Cave Hill Int—DO U R 317°; 2.8 diUm to 
runway, 755' tower at Cave Hill Int. 


Procedure turn E side of era, 010* Outbnd. 190° Inbnd, 2200 / within 10 miles of Harbor Int. 

FAF, Harbor Int. Final approach era, 190\ Distance FAF to MAP, 6.3 miles. 

Minimum altitude over Harbor Int, 2200'; over Cave Hill Int, 1500'. 

Note: ASR. 

#RVR 1800 authorised Runway 01 for Categories A, B, and C. 

#RVR 2000 authorised Runway 01 for Category D. 

Day and Night Minimi:ms 



Cond. 


A 



B 



C 



D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

IIAT 

MDA 

VIS 

HAT 

8-19.. 


. 1600 

l K 

1006 

1600 

IK 

1006 

1600 

IK 

1006 

1500 

2 

1006 



MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

C. 


. 1500 

IK 

1003 

1600 

IK 

1003 

1600 

IK 

1003 

1500 

2 

1003 


* 

ILS/VOR Minimums: 













MDA 

VIS 

IIAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

S-19.. 


. 860 

K 

366 

860 

K 

366 

800 

K 

366 

860 

L 

366 



MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

C. 


980 

1 

483 

980 

l 

483 

1140 

IK 

643 

1140 

2 

643 

A. 




T 2-cng\ or less—Standard.# 



T over 2-ong.—Standards 




City, Louisville; State, Ky.t Airport name, Stamliford Field; Elov., 497'; Facility, I-9DF; Procedure No. LOC (BC) Runway 19, Arndt. 8; EH. date, 10 Oct. 68; Sup. Arndt. 

No. 7; Dated, 20 Aug. 67 




Terminal routes 



Missed approach 

From— 


To- 

Via 

Minimum 

altitudes 

(feet) 

MAP: LOC 4.6 miles after passing Lykh 
dale LOM. 

NabbVOR. .. 


... Lyledale LOM. 

.... Direct ... 

_ 2300 

Climb to 2500* on heading 260°, intercept 

Ilolsciaw NDB/LOM. 


... Lyledale LOM. 

_ Direct.. 

2200 

R 279“ LO U VO R and proceed to Cory- 

Henry villo Int. 

Martinsburg Int. 

..V 

... Lyledale LOM. 

... Lyledale LOM.. 

_ Direct.. . 

3000 

_ 3000 

don Int and hold. „„ 

Alternate missed approach: Climb to 
2100' left turn direct Holsciaw NDB/ 

Bourbon Int. 


... Lyledale LOM. 

_ Direct.. 

_ 2500 

Shelby Int. 

Waterford Int__ 


... Lyledale LOM.. 

... Lyledale LOM.. . .. 

. . Direct. 

2400 

2400 

LOM. Hold N, 1 minute, right turns, 

Supplementary charting information: nold 
W. 1 minute, right turns, 099 Inbnd. 
TDZ elevation, 479'. 

LOU VORTAC. 


. Lyledale LOM (NOPT)_ 

Via LO U R 320° and E crs 

2100 




LKS LOC. 


Procedure turn N side of crs, 110* Outbnd, 290* Inbnd, 2200' within 10 miles of Lyledale LOM. 
FAF, Lyledalc LOM. Final approach crs, 200*. Distance FAF to MAP, 4.6 miles. 

Minimum altitude over Lyledsie LOM, 2100'. 

MSA: 000*-090°—2500'; 000°-180°—2300'; 180°-270°-2300'; 270*-360°—3000\ 

Note: ASR. 

#RVR 1800 authorized Runway 01 for Categories A, B, and C. 

#RV R 2000 authorized Runway 01 for Category D. 

Day and Niqht Minimums 



Cond. 



A 



B 



C 



D 




MDA 

VI8 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

nAT 

MDA 

VIS 

HAT 

8-29_ 



860 

K 

381 

860 

K 

381 

860 

K 

381 

860 

1 

381 




MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VI8 

HAA 

C. 

A. 



980 

1 

483 980 1 

T 2-eng. or less—Standard.# 

483 

1.140 

IK 643 1,140 

T over 2-eng.—Standard.# 

2 

643 


City, Louisville; State, Ky.; Airport name, Standiford Field; Elev., 497'; Facility. I-LKS; Procedure No. LOC Runway 29, Arndt. 6; Eff. date, 10Oct. 68; Sup. Arndt. No. 

ILS Runway 29, Amdt. 5; Dated, 9 Sept. 67 


FEDERAL REGISTER, VOL. 33, NO. 184—FRIDAY, SEPTEMBER 20, 1968 
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10. By amending § 97.27 of Subpart C to establish nondirectional beacon (automatic direction finder) (NDB/ADF) pro¬ 
cedures as follows: 

Standaiu) Instrument Approach Procedure — Type NDB (ADF) 

n^&rinc 5 headings, courses and radials are magnetic. Elevations and altitudes are In feet MSL, except HAT, HAA, and RA. Ceilings are In feet above airport elevation 
nM«nras are in nautical miles unless otherwise indicated, except visibilities which are In statute miles or hundreds of feet RV R. 

V if mi instrument approach procedure of the above type is conducted at the below named airport. It shall be in accordance with the following Instrument approach procedure. 

, “ an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator. Initial approach minimum altitudes shall correspond 
wj h those established for on route operation in the particular area or as set forth below. 


From— 


JULY VORTAC. 
gt. Andrews Int.. 

Chester Int. 

Yule Int. 

Callahan Int ... 
Bryceville Int.... 


Terminal routes 


Missed approach 


To— 


Via 


Minimum 

altitudes MAP: 5.0 miles after passing JA LOM. 
(feet) 


. JA LOM . Direct... 

JA LOM . Direct.. 

JA LOM . Direct... 

JA LOM —. Direct... 

JA LOM. . Direct... 

JA LOM (NOPT) .. Direct... 


2000 Climb to 1600' on crs 070* within 15 mites. 
2000 Supplementary charting information: ALS 
2000 Runway 7, IIIRL Runways 7/25. TDZ 
2000 elevation, 29'. 

2000 

1000 


Procedure turn N side of crs, 250° Outbnd. 070° Inbnd, 2000' within 10 miles of JA LOM. 

FAF, JA LOM. Final approach crs, 070°. Distance FAF to MAP, 5.0 miles. 

Minimum altitude over JA LOM, 1600*. 

MSA: 000°-090°—1300'; 000°-180°—2000'; 180°-270°—1600'; 270°-360°—1400'. 

Note A. R. r> A y AND Night Minim u ms 



Cond. 


A 



B 



C 



D 



MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

t 

8-7. 



BVR 40 

471 

500 

RVR 40 

471 

500 

RVR 40 

471 

500 

RVR 50 

471 



MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

0. 


500 

1 

471 

500 

1 

471 

500 

T over 2-eng. 
runways. 

471 

580 

2 

551 

A. 




T 2-eng. or less—RVR 24, Runway 7; Standard all other 
runways. 

— RVR 24, Runway 

7; Standard all other 


City, Jacksonville; State, Fla.; Airport name, Jacksonville International; Elev., 20'; Facility, JAX; Procedure No. NDB(ADF) Runway 7, Arndt. Orlg.; EfI. dato, 6 Oct. 68 


Terminal routes 


From— 


To- 


Vla 


Missed approach 


Minimum MAP: 4.8 miles after passing Holsclaw 
altitudes NDB/LOM. 

(feet) 


Nabb VOR.Holsclaw NDBA-0M.Direct. 

Lou VORTAC.Holsclaw NDB/LOM. Direct_ 

Bourbon Int.Holsclaw NDB/LOM.Direct. 

Nadine Int.Holsclaw NDB/LOM.Direct. 

Cory don Int.Holsclaw NDB/LOM. Direct. 

. Holsclaw NDB/LOM. Direct. 

Martinsburg Int.Holsclaw NDB/LOM.....Direct. 

HenryvWe Int. Holsclaw NDB/LOM.Direct. 


2300 Climb to 2500' on heading 260°, Intercept 
2100 It 279° LOU VOR and proceed to Cory* 
2500 don Int. and hold. 

2300 Supplementary charting information: Hold 
2300 W, 1 minute, right turns, 099° Inbud. 
2300 TDZ elevation, 472'. 

3000 

3000 


Procedure turn W side of crs, 190° Outbnd, 010° Inbnd, 2100' within 10 miles of Holsclaw NDB/LOM. 
FA I, Holsclaw NDB/LOM. Final approach crs, 010°. Distance FAF to MAP, 4.8 miles. 

Mlnumiiu altitude over Holsclaw NDB/LOM, 2100'. 

NwASH 1 ^*"^ 125°-215°—2300'; 215°-305°-2300'; 305°-035°-3000'. 

*Dv in °pcratlve 114-mile visibility Is required for Category 1 
Iim S 1522 ORtborlied Runway 01 for Categories A, B, and C. 

K 2fX)0 authorized Runway 01 for Category D. 


r D aircraft. 


Day and Night Mi.ntmums 



A 



B 



O 


D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS HAT 

MDA 

VI8 

HAT 

1140 

RVR 40 

668 

1140 

RVR 40 

668 

1140 

RVR 50 668 

1140 

•RVR 60 

668 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VI8 HAA 

NDA 

VI8 

HAA 

1140 

l 

643 

1140 

1 

643 

1140 

1H 643 

1140 

2 

643 

Standard. 


T 2-eng. or less—Standard.# 



T over 2-eng.—Standard.# 




Cond. 


8 - 1 ... 


0 .... 

A..,. 


City, LoulsvUle; state, Ky.; Airport name, Standlford Field; Elev., 407'; Faculty SD; Procedure No. NDB(ADF) Runway 1, Amdt. 25; EfT. date, 10 Oct. 08; Sup. Arndt. 

No. 24; Dated, 2# Aug. 67 
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RULES AND REGULATIONS 


Standard Instrument Approach Pkocedgks—Type NDB (ADF)—Continued 



Terminal routes 




Missed approach 

From— 

To— 

Via 

Minimum 

altitudes 

(feet) 

MAP: 4.6 
LOM. 

3 

I 

1 

1 

s 

1 i 


Hfilsclaw NDB/LOM. 
LOU VOBTAC. 


Lyledale LOM. 

Lyledale LOM (NOI»T)_. 


_Direct. 

_Direct.. 


2200 Climb to 2500' on heading 200 s , interoeM 
2200 R2?J°LOUVOR and proceed to cX 
don Int and hold. 

Alternate missed approach: Climb to 2Kff 
left turn direct lloisciaw NDB/LOM. 
Hold N, 1 minute, right turns, lyy 8 ’ 
Inbnd. 

Supplementary charting information: Hold 
W. 1 minute, right turns, WJ Q lubnd. 
TDZ elevation, 4?/. 


Procedure turn N side of crs, 110° Outbnd, 290° Inbnd, 2200' within 10 miles of Lyledale LOM. 
FAF, Lyledale LOM. Final approach crs. 290®. Distance FAF to MAP, 4.6 miles. 

Minimum altitude over Lyledale LOM, 2200''. 

MSA: 000°-0 , .K)°—2500 7 ; 090M80 0 —2300'; 180°-270°—2300'; 270°-360°—3000'. 

Note: ASR. 

#RVR 1800 authorized Runway 01 for Categories A, B, and C. 

#RVR 2000 authorized Runway 01 for Category D. 

Day and NiOKT Minimums 


t 


A 



B 



O 



D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

6-29. 

. 1000 

1 

521 

1000 

1 

521 

1000 

1 

521 

UWO 

IK 

621 


MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

V18 

HAA 

C. 

.. 1000 

I 

503 

1000 

1 

503 

1140 

1 H 

643 

1140 

2 

m 

A. 



T 2-eng. or less—Standard.# 



T over 2-eng.—Standard.# 


• 


City, Louisville; Stato, Ky.; Airport name, Standlford Field; Elev„ 497'; Facility, LK; Procedure No. NDB(ADF) Runway 29, Amdt. 6; Ed. date, 10 Oct. 68; Sup. Arndt. 

No. 5; Dated 0 Sept. 67 

11. By amending § 97.29 of Subpart C to establish instrument landing system (ILS) procedures as follows: 

Standard Instrument Approach Procedure — Type ILS 

Bearings, headings, courses and radiate are magnetic. Elevations and altitudes are in feet MSL, except HAT, HAA, and RA. Ceilings are fn feet abovo airport elevation. 
Distances are in nautical miles unless otherwise indicated, except visibilities which aro in statute miles or hundreds of feet RVR 

If an instrument approach procedure of the above type is conducted at the below named airport, it shall be in accordance with the following instrument approach proof 
unless an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator. Initial approach minimum altitudes shall corros 
with those established for en route operation in the particular area or as set forth below. 



Terminal routes 


Missed approach 

From— 

To- 


Minimum MAP: ILS DU 22!/; LOC 5.6 mites after 

Via altitudes passing JA LOM. 

(feet) 

JAX VORTAC. 

.JA LOM. 

Dliwt 

2000 Climb to 1G0G' on LOC (BO 070° within 

St. Andrews Int... 

_JA LOM. 

nirftrt 

2000 15 milna 

Chester Int.. 

.JA LOM. 

.Direct. 

2000 Supplementary charting information: ALS 

Yule Int... 

Callahan Int. 


.. Direct.. . 

... 2000 elevation. 29'. 


Brycevillo Int.JA LOM (NOPT).Direct.. 


16UQ 


Procedure turn N side of crs, 260° Outbnd, 070° Inbnd, 2000' within 10 miles of JA LOM. 

FAF, JA LOM. Final approach crs, 070°. Distance FAF to MAP, 5.0 miles. 

Minimum glide slope interception altitude, 1600\ Glide slope altitude at OM, 1588'; at MM, 234'. 
Distance to runway threshold at OM. 5.6 miles; at MM, 0.6 mile. 

MSA: 000°-090°—1300'; 090°-180°—2000'; 180°-270°—1000 7 ; 270 t> -360°-1400'. 

Note: ASR. 

•Inoperative table does not apply to 1IIRL Runway 7. 

Day and Night Minimums 



Cond. 


A 



B 



C 



D 


DU 

VIS 

HAT 

DII 

VIS 

HAT 

Dn 

VIS 

HAT 

DH 

VIS 

HAT 

S-7. 


229 

RVR 24 

200 

229 

RVR 24 

200 

229 

RVR 24 

200 

229 

RVR 24 

200 

LOC: 


MDA 

VIS 

IIAT 

MDA 

VI8 

IIAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

8-7*._ 



RVR 40 

431 

460 

RVR 40 

431 

460 

RVR 40 

431 

460 

RVR 40 

431 



MDA 

VIS 

HAA 

MDA 

VIS 

I1AA 

MDA 

VIS 

haa 

MDA 

VIS 

I1AA 

C. 



1 

471 

500 

1 

471 

500 

IK 

471 

580 

2 

551 

A. 




T 2-eng. or less—RVR 24, Runway 7; 



T over 2-eng.- 

-RVR 24, 

Runway 7; 







Standard all other runways. 



Standard all other runways. 




City, Jacksonville; State, Fla.; Airport name, Jacksonville International; Elov., 29'; Facility, I-JAX; Procedure No. ILS Runway 7, Amdt. Orig.; Eff. date, 6 Oct. 68 
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RULES AND REGULATIONS 

Standard Instrument Approach Procedure — Ttpe ILS — Continue'! 


11227 


Terminal routes Missed approach 


Minimum MAP: IL8 DH 672'; LOC 4.8 milt* niter 

From— To— Via altitudes peering Holsclaw NDB/LOM. 

(feet) 


NabbVOR .-. 

LOU VORTAC. 

Bourbon Int.-. 

Nadine Int..----.— 

Corydon Int.—.-- 

Harbor hit.-.- 

Marttnsburg Int—...—.—- 

Urnrvvflle Int------— 

R (CMi\ LO U VO RTAC clockwise. 


Holsclaw NDB/LOM. 

Direct. 


Holsclaw NDB/LOM. 

Holsclaw NDB/LOM. 

Holsclaw NDB/LOM. 

Holsclaw NDB/LOM... 

Holsclaw N DB/LOM. 

Holsclaw" NDB/LOM._. 

Direct. 

Direct. 

Direct. 

Direct.. 

Direct. 

Direct. 


Holsclaw NDB/LOM. 

R 240”, LOU VORTAC (NOPT). 

Direct. 

Via 11-mile DME Arc.... 



2300 Climb to 2500* on heading 200°, intercept 
2100 R 279° LO U VO R and proceed to Cory- 
2500 don Int and hold. 

jtfOO Alternate missed approach: Climb to 2200' 
2300 direct Harbor Int. Hold N, 1 minute, 
23(X) left turns, 190* Inbnd. 

3000 Supplementary charting Information: Hold 
3000 W, 1 minute, right turns, 099* Inbnd. 
2500 TI)Z elevation, 472'. 


PriH'edtire turn W side of ers, 100° Outbnd, 010° Inbnd, 2100' within 10 miles of Holsclaw NDB/LOM. 
KAK Holsclaw NDB/LOM. Final approach era. 010*. Distance FAF to MAP, 4.8 miles. 

Minimum glide slope Interception altitude, 2100'. (Hide slope altitude at OM, 1881'; at MM, 604'. 
Distance to runway threshold at OM. 4.8 miles: at MM, 0.6 mile. 

MS A: 035125®—2600'; 125 8 -215°—2300'; 215°-3OS°-23U0'; 305°-03.*> o -3000'. 

Non;: ASR. 

t RV R 1800 authorised Runway 01 for Categories A, B, and C. 

*RV R 2000 authorized Runway 01 for Category D. 


Day and Night Minimums 


DH VIS HAT DH VIS HAT DII VIS HAT DH VIS HAT 

g-1. 072 RVR 18 200 072 RVR 18 200 072 RVR 18 200 672 RVR 20 200 

LOC: MI) A VIS HAT MDA VIS HAT MDA VIS IIAT MDA VI8 HAT 

8-1. 900 RVR 24 428 900 RVR 24 428 900 RVR 24 428 900 RVR 40 428 

MDA —VIS HA A MDA VIS HAA MDA VIS IIA A MDA VIS nAA 

C. 980 1 483 980 1 483 1140 1^ 643 1140 2 043 

A. Standard. T 2-eng. or less—Standard.# T over 2-eng.—Standard.# 


City, Louisville; State, Ky.; Airport name, Standiford Field; Kiev., 497'; Facility, I-8DF; Procedure No. ILS Runway 1, Amdt. 27; RfT. date, 10 Oct. 68; Sup. Arndt. No. 26; 

Dated, 20 Aug. 67 

12. By amending § 97.31 of Subpart C to establish precision approach radar (PAR) and airport surveillance radar (ASR) 

procedures as follows: 

Standard Instrument Approach Procedure—Type Radar 

Roarings, headings, courses and radials are magnetic. Elevations and altitudes are In feot M8L, except nAT, nAA, and RA. Ceilings aro in feet above airport elevation. 
Distances arc in nautical miles unless otherwise indicated, exoept visibilities which are in statute miles or hundreds of feet RVR. 

1/ a radar instrument approach is conducted at the below named airport, It shall be in accordance with the following instrument procedure, unless an approach Is conducted 
In accordance with a different procedure authorized for such airport by the Administrator. Initial approach minimum altitude(s) shall correspond with thoso established for en 
route operation in the particular area or as set forth bolow. Positive identification must bo established with the radar controller. From initial contact with radar to final author¬ 
ized landing minimums, the Instructions of tho radar controller aro mandatory except when (A) visual contact is established on final approach at or before descent to the author¬ 
ized landing minimums, or (B) at Pilot’s discretion if it apj>enrs desirable to discontinue tho approach. Except when the radar controller may direct otherwise prior to final 
approach, a missed approach shall be executed as provided below when (A) communication on final approach Is lost for more than 6 seconds during a precision approach, or for 
more than 30 seconds during a surveillance approach; (B) directed by radar controller; (C) visual contact is not established upon descent to authorized landing minimums; or 
if landing is not accomplished. 


Radar terminal area maneuvering sectors and altitudes (sectors and distances measured from radar antenna) 


--Notes 

From— To— Distance Altitude Distance Altitude Distance Altitude Dlstauce Altitude Distance Altitude 


As established by Jacksonville ASR minimum altitude vectoring churt. Descend aircraft to MDA after FAF. FAF 5 miles 

from threshold all ruuways. 

Radar control will provide 1000' vertical clcaranco 
within 3-mile radius of antenna 1003', 10 miles 
—' 88B. 

ALS Runway 7, H1RL Runways 7/25. 

TL)Z Elevation, Runway 7—29'. Runway 25—28'. 
Runway 13—28'. Runway 31—25'. 


•Inoperative table does not apply to HIRL Runways 7/25. 

Missed opproach: Runways 7,13, 25, and 31 climb to 1600' on runway heading within 15 miles. 

Day and Niqht Minimums 







OnnS 

A 



B 



O 



D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

. -. ??? 

1 

352 

380 

1 

352 

380 

1 

352 

380 

1 

352 


1 

415 

440 

1 

415 

440 

1 

415 

440 

1 

415 

tr . 

1 

432 

460 

l 

432 

460 

1 

432 

460 

1 

432 

.. 460 

RVR 40 

431 

460 

RVR 40 

431 

460 

RVR 40 

431 

460 

RVR 50 

431 

MDA 

VI8 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

IIAA 


1 

471 

500 

1 

471 

500 

IM 

471 

580 

2 

551 



T 2-eng. or less—RVR 24, Runway 7; Standard all other 
runways. 

T over 2-eng.—RVR 24, 
ruuways. 

Runway 7; Standard all other 

Cl ‘X. Jacksonville; State, Fla.; Airport 

name, 

Jacksonville 

International; Elev., 
Oct. 68 

29'; Facility, 

, A3R; 

Procedure 

No. Radar-1 

, Amdt. 

Orlg.; Efl. 

date, 0 
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RULES AND REGULATIONS . 

Standard Inhtrumknt Approach Pboc*duiub-^Typ* Radar—C ontinued 


Radar terminal area maneuvering sectors and altitudes (sectors and distances measured from radar antenna) 
From— To— Distance Altitude Distance Altitude Distance Altitude Distance Altitude Distance Altitude 


Notes 


000 ° 


360® 


10 


2000 


25 


2500 


40 


2700 


. Descent aircraft after passing FAF. 

1. Runway 1—FAF 4.8 miles from threshold. TDZ 
elevation, 472*. 

2. Runway 19—FAF 5.3 miles from threshold. Min- 
iinnin altitude over 2-iv-niile fix, 150/. TDZ nleva. 
tion, 494'. 

3. Runway 2D—FAF 4.0 miles from threshold. TDZ 
elevation, 479'. 

4. Runway 11—FAF 5 miles from threshold. TDZ 
elevation. 477'. 

5. Runway 0—FAF 5 miles from tlireshoM. TDZ 
elevation, 476'. 

6. Runway 24—FAF 5 miles from threshold. TDZ 
elevation, 497'. 


Radar will provide 1000' vertical clearance within 3-mile radius of 1949' towers, 12 miles NNW; 1U0' 6 miles S of airport 
Additional notes: 

•Inoperative table does not apply to III RLs for Runways 29, 11,19, 6, or 24. 

••With ALS inoperative 1 visibility is required for Category D, Runway 1. 

#RV R 1800 authorized Runway 01 for Categories A, B, and C. 

#RVR 2000 authorised Runway 01 for Category D. 

Missed Approuch: 

Runways 1, 19, 24, and 29-Climb to 2500' on heading 260® intercept R 279® LOU VOR and proceed to Corydon Int. Ilold W, 1 minute, right turns 099® Inbnd 
Runways 0 and 11-Climb to 2300' direct to LOU VORtAc and hold BE, 1 minute, right turns, 300® Inbnd. ’ g 1 a * 

Day and Night Minimums 



Cond. 


A 



B 



C 



D 


MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

MDA 

VIS 

HAT 

8-1. 



RVR 24 

628 

1100 

RVR 24 

628 

1100 

RVR 40 

628 

1100 

••RVR 50 

628 

8-19®. 

8-29*. 



1 

1 

526 

441 

1020 

920 

1 

1 

528 

441 

1020 

920 

1 

1 

628 

441 

1020 

920 

IK 

1 

520 

441 

8-11®. 



1 

623 

1100 

1 

623 

1100 

1 

623 

1100 

iu 

623 

8-6®...._. 



1 

624 

1100 

1 

624 

1100 

1 

624 

1100 


024 

8-24*- 



1 

403 

900 

1 

403 

900 

1 

403 

900 

1 

403 



MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA. 

MDA 

VIS 

TT A A 

C. 



1 

603 

1100 

1 

603 

1140 

IH 

643 

1140 

2 

643 

A. 




T 2-eng. 

or less—Standard.# 



T over 2-eng.- 

—Standard.# 




City, Louisville; State, Ky.; Airport name, Standiford Field; Kiev., 497'; Facility, Louisville Radar; Procedure No. Rodar-1, Arndt. 8; Eli. date 10 Oct. 68; Sup. Arndt. No. 

Radar 1, Arndt 7; Doted, 26 Aug. 67 

These procedures shall become effective on the dates specified therein. 

(Secs. 307(c), 313(a), 601, Federal Aviation Act of 1958; 49 UJ3.C. 1348(c), 1354(a), 1421; 72 Stat. 749, 752, 775) 

Issued in Washington, D.C., on September 5, 1968. 

James F. Rudolph, 
Director , Flight Standards Service. 
[FR. Doc. 68-11042; Filed, Sopt. 19, 1968; 8:45 a.m.J 
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RULES AND REGULATIONS 


M229 


Chapter V—National Aeronautics 
and Space Administration 

PART 1207—STANDARDS OF 
CONDUCT 

Subpart C—Outside Employment 
and Other Activity 

Special Conditions Applicable to 
Teaching 

Section 1207.735-306 entitled “Special 
conditions applicable to teaching” is de¬ 
leted and the section number is reserved. 

(Approved by the Civil Service Com¬ 
mission on May 21, 1968.) 

T. O. Paine, 
Deputy Administrator. 

September 11, 1968. 

|F.R. Doc. 68-11326; Filed. Sept. 19, 1968; 
8:45 a.m.J 


Title 5— ADMINISTRATIVE 
PERSONNEL 

Chapter I—Civil Service Commission 
PART 213—EXCEPTED SERVICE 

Department of Housing and Urban 
Development 

Section 213.3384 is amended to show 
that the position of Federal Insurance 
Administrator is excepted under Sched¬ 
ule C. Effective on publication in the 
Federal Register, subparagraph (31) is 
added to paragraph (a) as set out below: 

§ 213.3384 Department of Housing and 
Urban Development. 

<a> Office of the Secretary . • • • 

(31) Federal Insurance Administrator. 

(5 U.S.C. 3301, 3302, E.O. 10577, 19 F.R. 7521. 
3 CFR 1954-1958 Comp., p. 218) 

United States Civil Serv¬ 
ice Commission, 

IsealI James C. Spry, 

Executive Assistant to 
the Commissioners. 

(PR. Doc. 68-11468; Filed, Sept. 19, 1968: 
8:48 a.m. | 


Title 7—AGRICULTURE 

Chapter VIII —Agricultural Stabilize 
lion and Conservation Service 
(Sugar), Department of Agriculture 

SUBCHAPTER E— -DETERMINATION OF SUGAR 
COMMERCIALLY RECOVERABLE 

(Rev. 1. Supp. 61 

part 831— BEET SUGAR AREA 
Rates of Recoverability; 1968 Crop 

Correction 

pale 68 - 11146 appearing a 

2 ^ 957 in the issue of Friday 

i 3, 1968, reference l 
in the second line of the firs 
Paragraph should read “ 1948 ”. 


Chapter IX—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Fruits, Vegetables, 
Nuts), Department of Agriculture 

PART 947—IRISH POTATOES GROWN 
IN MODOC AND SISKIYOU COUN¬ 
TIES, CALIF., AND ALL COUNTIES 
IN OREGON EXCEPT MALHEUR 
COUNTY 

Reestablishment of Districts 

Notice of rule making regarding a pro¬ 
posal to reestablish the districts estab¬ 
lished under Marketing Agreement No. 
114 and Order No. 947, both as amended 
(7 CFR Part 947), regulating the han¬ 
dling of Irish potatoes grown in Modoc 
and Siskiyou Counties in California and 
in all counties in Oregon except Malheur 
County, was published in the August 17, 
1968, Federal Register (33 F.R. 11715). 
This regulatory program is effective 
under the Agricultural Marketing Agree¬ 
ment Act of 1937, as amended (7 U.S.C. 
601 et seq.). The notice afforded inter¬ 
ested persons an opportunity to submit 
data, views, or arguments pertaining 
thereto not later than 15 days following 
its publication in the Federal Register. 
None was filed. 

After consideration of all relevant 
matters, including the proposal set forth 
in the aforesaid notice which was recom¬ 
mended by the Oregon-California Potato 
Committee, established pursuant to the 
said marketing agreement and order, it 
is hereby found and determined that: 

Reestablishment of Districts 
§ 947.150 Reestablishment of districts. 

Pursuant to § 947.32<b) and the rec¬ 
ommendation of the Oregon-Califomia 
Potato Committee, the counties of Jack- 
son and Josephine in the State of Oregon 
(currently a portion of District No. 3) 
are reestablished as a part of District No. 
2. Terms used in this section shall have 
the same meaning as when used in said 
marketing agreement and this part. 

Dated: September 16,1968. 

Paul A. Nicholson, 
Deputy Director, Fruit and Veg¬ 
etable Division , Consumer 
and Marketing Service. 

(F.R. Doc. 68-11470: Filed, Sept. 19. 1968; 

8:48 a.m.J 


Chapter X—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Milk), Department of 
Agriculture 

(Milk Order 21 

PART 1002—MILK IN NEW YORK- 
NEW JERSEY MARKETING AREA 

Order Amending Order 

§ 1002.0 Finding* and determinations. 

The findings and determinations here¬ 
inafter set forth are supplementary and 
in addition to the findings and determi¬ 
nations previously made in connection 


with the issuance of the aforesaid order 
and of the previously issued amendments 
thereto; and all of said previous findings 
and determinations are hereby ratified 
and affirmed, except insofar as such find¬ 
ings and determinations may be in con¬ 
flict with the findings and determinations 
set forth herein. 

(a) Findings upon the basis of the 
hearing record. Pursuant to the pro¬ 
visions of the Agricultural Marketing 
Agreement Act of 1937, as amended (7 
U.S.C. 601 et seq.), and the applicable 
rules of practice and procedure govern¬ 
ing the formulation of marketing agree¬ 
ments and marketing orders (7 CFR Part 
900), a public hearing was held upon cer¬ 
tain proposed amendments to the tenta¬ 
tive marketing agreement and to the 
order regulating the handling of milk in 
the New York-New Jersey marketing 
area. Upon the basis of the evidence in¬ 
troduced at such hearing and the record 
thereof, it is found that: 

(1) The said order as hereby amended, 
and all of the terms and conditions 
thereof, will tend to effectuate the de¬ 
clared policy of the Act: 

(2) The parity prices of milk, as de¬ 
termined pursuant to section 2 of the 
Act, are not reasonable in view of the 
price of feeds, available supplies of 
feeds, and other economic conditions 
which affect market supply and demand 
for milk in the said marketing area, and 
the minimum prices specified in the order 
as hereby amended, are such prices as 
will reflect the aforesaid factors, insure 
a sufficient quantity of pure and whole¬ 
some milk, and be in the public interest; 

(3) The said order as hereby amended, 
regulates the handling of milk in the 
same manner as, and is applicable only 
to persons in the respective classes of 
industrial or commercial activity spec¬ 
ified in, a marketing agreement upon 
which a hearing has been held. 

(b) Determinations. It is hereby deter¬ 
mined that: 

(1) The refusal or failure of handlers 
(excluding cooperative associations spec¬ 
ified in section 8c(9) of the Act) of more 
than 50 percent of the milk, which is 
marketed within the marketing area, to 
sign a proposed marketing agreement, 
tends to prevent the effectuation of the 
declared policy of the Act; 

(2) The issuance of this order, amend¬ 
ing the order, is the only practical means 
pursuant to the declared policy of the 
Act of advancing the interests of pro¬ 
ducers as defined in the order as herein 
amended; and 

(3) The issuance of the order amend¬ 
ing the order is approved or favored by 
at least two-thirds of the producers who 
during the determined representative pe¬ 
riod were engaged in the production of 
milk for sale in the marketing area. 

Order Relative to Handling 

It is therefore ordered. That on and 
after the effective date hereof, the han¬ 
dling of milk in the New York-New 
Jersey marketing area shall be in con¬ 
formity to and in compliance with the 
terms and conditions of the aforesaid 
order as amended and as hereby 
amended, as follows: 
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RULES AND REGULATIONS 


Section 1002.89 is revised to read as 
follows: 

§ 1002.89 Cooperative payments for 
murketwide services. 

Payments shall be made to qualified 
cooperatives or to federations under the 
conditions, in the manner, and at the 
rates set forth in this section. 

(a) Definitions. As used in this section 
the following terms shall have the fol¬ 
lowing meanings: 

(1) “Cooperative” means a cooperative 
association of producers which is duly 
incorporated under the cooperative cor¬ 
poration laws of a state; is qualified un¬ 
der the Capper-Volstead Act (7 U.S.C. 
291 et seq.); has all its activities under 
the control of its members; and has full 
authority in the sale of its members’ 
milk. 

(2) “Federation” means a federation 
of cooperatives which is duly incorpo¬ 
rated under the laws of a State. 

(3) “Federated cooperatives” means a 
cooperative which is a member of a fed¬ 
eration and on whose membership the 
federation is an applicant for or receives 
payments under subparagraph (2) of 
paragraph (f) of this section. 

(4) “Affiliated cooperatives” means a 
cooperative upon whose entire member¬ 
ship another cooperative, by mutual con¬ 
sent, is an applicant for or receives pay¬ 
ments under subparagraph (2) of para¬ 
graph (f) of this section. 

(5) “Member producer” means, when 
used with respect to a cooperative or fed¬ 
eration which is an applicant for or is 
receiving payments, is a producer as de¬ 
fined in 5 1002.6 who has met the follow¬ 
ing conditions; 

(i) He is a member of the cooperative 
or one of its affiliated cooperatives, or in 
the case of a federation, he is a member 
of one of its federated cooperatives from 
whom the cooperative, affiliated coopera¬ 
tive, or federated cooperative is receiv¬ 
ing at least 1 cent per hundredweight 
of milk delivered by him: Provided , That 
the cooperative of which he is a member 
is meeting the requirements of this part 
applicable to it; 

<ii) He has been a producer, or his 
farm, as defined in § 1002.10, had been 
the farm of a producer for at least a 
prior 12-month period; and 

(iii) He has not for a prior 12-month 
period been a member producer of an¬ 
other cooperative or federation; Pro¬ 
vided, That in the case of membership 
transfers resulting from mergers of des¬ 
ignated organizations, or from affiliation, 
federation or merger of cooperatives rot 
previously meeting the definition of 
(a) (3) or (a) (4) of this section, this 
subdivision shall not apply. 

(6) “Marketwide services” means serv¬ 
ices performed by cooperatives or federa¬ 
tions, as defined herein, which benefit 
all producers in the marketing of their 
milk under this order; such services are 
not limited to those specified in sub- 
paragraphs (1) through (6) of paragraph 
(e) of this section and may Include serv¬ 
ices directly or indirectly related to the 
order. 

(b) Designated cooperatives and fed¬ 
erations. A cooperative or federation may 


submit an application to the market 
administrator for payments under the 
provisions of this section or for modifica¬ 
tion of the basis of a previous designa¬ 
tion. In accordance with the require¬ 
ments of the rules and regulations issued 
by the market administrator, such appli¬ 
cation shall include a written description 
of the applicant’s program for the per¬ 
formance of marketwide services, includ¬ 
ing evidence that adequate facilities and 
personnel will be maintained by it so as to 
enable it to perform the marketwide serv¬ 
ices; and the application shall contain a 
statement by the applicant that it will 
perform the required marketwide services 
for which it is applying for payments; 
Provided, That in the case of an applica¬ 
tion for modification of the basis for a 
previous designation the market admin¬ 
istrator may w r aive the requirement for 
submission of the written description of 
the programs. The application shall set 
forth all necessary data so as to enable 
the market administrator to determine 
whether it meets the designation require¬ 
ments with respect to the payments for 
which the application is submitted. An 
application shall be approved by the 
market administrator only if he de¬ 
termines that: 

(1) In the case of a cooperative; 

(1) It has as member producers not 
less than 15 percent of all producers, as 
defined in $ 1002.6; 

(ii) It has contracts with each of its 
affiliated cooperatives under which the 
cooperatives agree to continue as af¬ 
filiated cooperatives for at least 1 year, 
and such contracts cover or will be re¬ 
newed for a yearly period for every sub¬ 
sequent year for which member produc¬ 
ers of the affiliated cooperative are to be 
included within its membership for co¬ 
operative payment purposes; 

(iii) It receives from each of its af¬ 
filiated cooperatives not less than 1 cent 
per hundredweight of milk delivered by 
member producers of such cooperatives; 
and 

(iv) If the application is also for an 
additional payment under subparagraph 
(3) of paragraph (f) of this section, the 
cooperative or its affiliated cooperatives 
operate marketing facilities, i.e., pool 
plants and pool bulk tank units, at which 
is received at least 25 percentum, by 
weight, of all milk delivered by its mem¬ 
ber producers; and. in addition, the co¬ 
operative or its affiliated cooperatives 
control processing facilities capable of 
handling at least 10 percentum, by 
weight, of all milk marketed by its mem¬ 
ber producers: Provided, That such proc¬ 
essing facilities must be capable of 
handling not less than 1 million pounds 
of milk daily: Provided further. That the 
cooperative must be willing to accept 
nonmember milk on a temporary basis 
unde* the generally prevailing conditions 
for acceptance of milk from its own 
members. 

(2) In the case of a federation: 

(1) It has contracts with each of its 
federated cooperatives under which the 
cooperatives agree to remain in the feder¬ 
ation for at least 1 year, and such con¬ 
tracts cover or will be renewed for a 
yearly period for every subsequent year 


for which the federated cooperatives are 
to be included within the membership of 
the federation for cooperative payment 
purposes; 

(ii) It has as member producers not 
less than 15 percent of all producers as 
defined in § 1002.6; 

(iii) It receives from each of its feder¬ 
ated cooperatives not less than 1 cent 
per hundredweight of milk delivered by 
member producers of such cooperative; 

(iv) If the application is also for an 
additional payment under subparagraph 
(4) of paragraph (f > of this section, the 
federation or its federated cooperatives 
operate marketing facilities. Le., pool 
plant(s) and pool bulk tank unit(s), at 
which is received at least 25 percentum, 
by weight, of the milk marketed by its 
member producers; and, in addition, the 
federation or its federated cooperatives 
control processing facilities capable of 
handling at least 10 percentum, by 
weight, of all milk marketed by its mem¬ 
ber producers: Provided, That such 
processing facilities must be capable of 
handling not less than 1 million pounds 
of milk daily: Provided further, That the 
federation must be willing to accept non¬ 
member milk on a temporary basis under 
the generally prevailing conditions for 
such acceptance of milk from its own 
members. 

(3) The applicant cooperative or fed¬ 
eration demonstates that it has the abil¬ 
ity to perform the marketwide services 
for which application is made, and that 
such services will be performed. 

(4) The applicant cooperative of the 
federated cooperatives of an applicant 
federation are in no way precluded from 
arranging for the utilization of milk 
under their respective control so as to 
yield the highest available net return to 
all producers without displacing an 
equivalent quantity of other producer 
milk in the preferred classification. 

(c) Notice of designation or denial; 
effective date. Upon determination by the 
market administrator that a cooperative 
or a federation shall be designated to 
receive payment for performance of the 
marketwide services, he shall transmit 
such determination to the applicant co¬ 
operative or federation and publicly an¬ 
nounce the issuance of the determina¬ 
tion. The determination shall be effective 
with respect to milk delivered on and 
after the first day of the month follow¬ 
ing issuance of the determination. If, 
after consideration of an application for 
payments for marketwide services, the 
market administrator determines that 
the cooperative or federation is not quali¬ 
fied to receive such payments he shall 
promptly notify the applicant and spe¬ 
cifically set forth in such notice his 
reasons for denial of the application. 

(d) Requirements for continued des¬ 
ignation. From time to time and in ac¬ 
cordance with the rules and regulations 
which may be issued by the market ad¬ 
ministrator, each designated cooperative 
or federation must demonstrate to the 
market administrator that it continues 
to meet the designation requirements for 
the payments and is fully performing the 
marketwide services for which it is being 
paid. 
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(c) Marketwide services. Each co¬ 
operative or federation shall perform 
the marketwide services enumerated in 
this paragraph. Such services shall in¬ 
clude: (1) Analyzing milk marketing 
problems and their solutions, conducting 
market research and maintaining cur¬ 
rent information as to all market devel¬ 
opments, preparing and assembling sta¬ 
tistical data relative to prices and 
marketing conditions, and making an 
economic analysis of all such data; 

(2) determining the need for the formu¬ 
lation of amendments to the order and 
proposing such amendments or request¬ 
ing other appropriate action by the Sec¬ 
retary or the market administrator in 
the light of changing conditions; (3) 
participating in proceedings with respect 
to amendments to the order, including 
the preparation and presentation of 
evidence at public hearings, the sub¬ 
mission of appropriate briefs and excep¬ 
tions, and also participating, by voting or 
otherwise, in the referenda relative to 
amendments; (4) participating in the 
meetings called by the market adminis¬ 
trator, such as meetings with respect to 
rules and regulations issued under the 
order, including activities such as the 
preparation and presentation of data at 
such meetings and briefs for submission 
thereafter; (5) conducting a comprehen¬ 
sive education program among pro¬ 
ducers—i.e., members and nonmembers 
of cooperatives —and keeping such pro¬ 
ducers well informed for participation in 
the activities under the regulatory order 
and, as a part of such program, issuing 
publications that contain relevant data 
and information about the order and 
its operation, and the distribution of such 
publications to members and, on the 
same subscription basis, to nonmembers 
who request it, and holding meetings 
at which members and nonmembers may 
attend: (6) In the case of a cooperative 
or federation which receives an addi¬ 
tional payment under subparagraph (3) 
or (4) of paragraph (f) of this section, 
operating marketing facilities, or having 
affiliated cooperatives or federated co¬ 
operatives that operate marketing facili¬ 
ties, I.e., pool plant (s) and pool bulk tank 
unit(s), at which is received at least 25 
Percentum, by weight, of the milk mar¬ 
keted by its member producers; and in 
addition, controls, or having affiliated 
cooperatives or federated cooperatives 
that control processing facilities capable 
oi candling at least 10 percentum, by 
Jeight, of the milk marketed by its mem¬ 
ber producers: Provided, That such proc¬ 
essing facilities must be capable of han- 
uhhg at least one million pounds of milk 
Provided further. That the co¬ 
operative or federation must be willing 
accept nonmember milk on a tempo- 
under the generally prevailing 
onaitions for such acceptance of milk 
<Lk S meml) ers; and (7) performing 
mow°, ther services as are needed to 
H mtaln satisfactory marketing condl- 
s and promote market stability. 

tnllh * at f’ computation, time, and 
method of payment . (1) Subject to the 
provisions of paragraph (g) of this sec- 
1 Q h, the market administrator, on or 


before the 25th day of each month, shall 
make payment out of the producer-set¬ 
tlement fund, or issue equivalent credit 
therefore, to each cooperative or federa¬ 
tion which is designated for such pay¬ 
ments for marketwide services. The pay¬ 
ments to a cooperative or federation shall 
be based upon the milk reported by co¬ 
operative or proprietary handlers to 
have been received during the preceding 
month from its member producers, sub¬ 
ject to adjustment upon verification by 
the market administrator. 

(2) Such payment or credit shall be at 
the rate of 3 cents per hundredweight of 
milk in accordance with, subparagraph 
(1) of this paragraph. 

(3) Any cooperative that operates 
marketing facilities or whose affiliated 
cooperatives operate marketing facilities, 
i.e., pool plant(s) and pool bulk tank 
unit(s), at which is received at least 25 
percentum, by weight, of the milk mar¬ 
keted by its member producers, and, in 
addition, controls, or has affiliated co¬ 
operatives that control, processing facili¬ 
ties capable of handling, at least 10 per¬ 
centum, by weight, of the milk marketed 
by its member producers but not less than 
one million pounds of milk daily shall re¬ 
ceive a payment in addition to that pro¬ 
vided for in subparagraph (2) of this 
paragraph of one cent per hundredweight 
of all milk marketed by member pro¬ 
ducers in accordance with subparagraph 
(1) of this paragraph. 

(4) Any federation that operates mar¬ 
keting facilities, or whose federated co¬ 
operatives operate marketing facilities, 
Le., pool plant(s) and pool bulk tank 
unit(s), at which is received at least 25 
percentum. by weight, of the milk mar¬ 
keted by its member producers, and, in 
addition, controls, or whose federated 
coperatives control, processing facilities 
capable of handling at least 10 percentum 
of the milk marketed by its member 
producers but not less than 1 million 
pounds daily, shall receive a payment, in 
addition to the payment provided for in 
subparagraph (2) of this paragraph, of 
1 cent per hundredweight of all milk 
marketed by member producers in ac¬ 
cordance with subparagraph (1) of this 
paragraph. 

(5) If an individually designated co¬ 
operative is affiliated with a federation, 
the cooperative payment shall be made 
to such cooperative unless its contract 
with the federation specified in writing 
that the federation is to receive the pay¬ 
ments. Any such contract must authorize 
the federation to receive the payments 
for at least 1 year, and such agreement 
must cover or be renewed for a yearly 
period for every subsequent year for 
which the federation is to receive the 
payments. 

(g) Cancellation of designation. (1) 
The market administrator shall issue an 
order wholly or partly canceling the 
designation of a previously designated 
cooperative or federation for payments 
authorized pursuant to this section and 
such payments shall not thereafter be 
made to it if he determines that: 

(i) The cooperative or federation no 
longer complies with the requirements 


of this part: Provided, That if one of its 
affiliated or federated cooperatives has 
failed to comply with the requirements 
of this part applicable to it or has failed, 
promptly after demand by the market 
administrator, to arrange for the utiliza¬ 
tion of milk under its control so as to 
yield the highest available net return to 
all producers without displacing an 
equivalent quantity of other producer 
milk in the preferred classification, the 
cooperative or federation shall be dis¬ 
qualified only to the extent that its quali¬ 
fication for payments or the amount of 
its payment are based upon the member¬ 
ship, milk, or operations of such non¬ 
complying affiliated or federated cooper¬ 
atives. 

<ii) The cooperative or federation has 
failed to make reports or furnish records 
pursuant to this section or pursuant to 
rules and regulations issued by the mar¬ 
ket administrator; or 

(iii) In the case of the cooperative, it 
has failed, promptly after demand by the 
market administrator, to arrange for the 
utilization of milk under its control so 
as to yield the highest available net re¬ 
turn to all producers without displacing 
an equivalent quantity of other producer 
milk in the preferred classification. 

(2) An order of the market adminis¬ 
trator wholly or partly canceling the 
designation of a cooperative or federa¬ 
tion shall not be issued until after the 
cooperative or federation has had op¬ 
portunity for hearing thereon following 
not less than 15 days’ notice to It speci¬ 
fying the reasons for the proposed can¬ 
cellation. If the cooperative or federa¬ 
tion fails to file a written request for 
hearing with the market administrator 
within such period of 15 days, the mar¬ 
ket administrator may issue an order 
of cancellation without further notice: 
but if within such period a request for 
hearing Is filed, the market adminis¬ 
trator shall promptly proceed to hold 
such hearing pursuant to rules and regu¬ 
lations issued by him under paragraph 
(i) of this section. 

(3) A cancellation order issued by the 
market administrator shall set forth the 
findings and conclusions on the basis of 
which it is issued. 

(h) Appeals —(1) From denials of ap¬ 
plication. Any cooperative or federation 
whose application for designation has 
been denied by the market administrator 
may, w T ithin 30 days after notice of such 
denial, file with the Secretary a written 
petition for review. But the failure to file 
such petition shall not bar the coopera¬ 
tive or federation from again applying 
to the market administrator for desig¬ 
nation. 

(2) From cancellation orders. A can¬ 
cellation order by the market adminis¬ 
trator shall become final 30 days after 
its service on the cooperative or feder¬ 
ation unless within such 30-day period 
the cooperative or feder ation files a writ¬ 
ten petition with the Secretary for review 
thereof. If such petition for review is 
filed, payments for which the coopera¬ 
tive or federation has been canceled by 
the order shall be held in reserve by the 
market administrator pending ruling of 
the Secretary, after w*hich the sums so 


No. 184—Pt. i- 


FEDERAL REGISTER, VOL. 33, NO. 184—FRIDAY, SEPTEMBER 20, 1968 





14232 


RULES AND REGULATIONS 


held in reserve shall either be returned 
to the producer-settlement fund or paid 
over to the cooperative or federation de¬ 
pending on the Secretary’s ruling on the 
petition. If such petition for review is not 
filed, any payments which otherwise 
would be made within the 30-day period 
following issuance of the cancellation or¬ 
der shall be held in reserve until such 
order becomes final and shall then be 
returned to the producer-settement fund. 

(3) Record on appeal. If an appeal is 
taken under subparagraph (1) or sub- 
paragraph (2) of this paragraph, the 
market administrator shall promptly 
certify to the Secretary the ruling or or¬ 
der appealed from and the evidence 
upon which it was issued: Provided , That 
if a hearing was held the complete rec¬ 
ord thereof, including the applications, 
petitions, and all exhibits or other docu¬ 
mentary material submitted in evidence 
shall be the record so certified. Such cer¬ 
tified material shall constitute the sole 
record upon which the appeal shall be 
decided by the Secretary. 

(i) Regulations. The market adminis¬ 
trator is authorized to issue regulations 
and amendments thereto to effectuate 
the provisions of this section and to fa¬ 
cilitate and implement the administra¬ 
tion of its provisions. Such regulations 
shall be issued in accordance with the 
following procedure: 

(1) All proposed rules and regulations 
and amendments thereto shall be the 
subject of a meeting called by the mar¬ 
ket administrator, at which all inter¬ 
ested persons shall have opportunity to 
be heard. Not less than 5 days prior to the 
meeting, notice thereof and of the pro¬ 
posed regulations or amendments shall 
be published in the Federal Register and 
mailed to qualified cooperatives and fed¬ 
erations. A stenographic record shall be 
made at such meetings which shall be 
public information and be available for 
inspection at the office of the market ad¬ 
ministrator. 

(2) A period of at least 5 days after 
the meeting shall be allowed for the fil¬ 
ing of briefs. 

(3) All regulations and amendments 
thereto issued by the market administra¬ 
tor pursuant to this section must be sub¬ 
mitted in tentative form to the Secretary 
for approval, shall not be effective with¬ 
out such approval, and shall be published 
in the Federal Register following such 
approval. The regulations or amend¬ 
ments in tentative form shall be for¬ 
warded also to cooperatives and federa¬ 
tions designated under this section and 

to other persons upon request in writing. 
The Secretary shall either approve the 
regulations or amendments thereto sub¬ 
mitted by the market administrator or 
direct the market administrator to re¬ 
consider the tentative rules or amend¬ 
ments. In the event the market adminis¬ 
trator is directed to give reconsideration 
to the matter, the market administrator 
shall either issue revised tentative regu¬ 
lations or amendments or call another 
meeting pursuant to tills section for ad¬ 
ditional consideration of the rules or 
amendments. 


(j) Reports and records. Each desig¬ 
nated cooperative or federation shall, in 
accordance with rules and regulations 
issued by the market administrator: 

(1) After submission to the market 
administrator for verification, make a 
public report of its performance of 
marketwide services pursuant to this 
section, including data on its receipts and 
expenditure of cooperative payments 
funds and a description of the market¬ 
wide services performed. The report shall 
contain a certification by the market 
administrator that the report is, to the 
best of his knowledge, accurate and in 
accordance with the rules and regula¬ 
tions which he has established. 

(2) Submit an annual report to the 
market administrator which shall in¬ 
clude : 

(i) A concise report of its performance 
of marketwide services and allocations 
of expenditures to such performance for 
the previous year; and 

(ii) An outline of its proposed pro¬ 
gram and budget for performance of 
marketwide services for the coming year. 

(3) Make such additional reports to 
the market administrator as may be re¬ 
quested by him for the administration of 
the provisions of this section. 

(4) Maintain and make available to 
the market administrator or his repre¬ 
sentative such records as will enable the 
market administrator to verify such 
reports. 

(k) Notices , demands , orders, etc. All 
notices, demands, orders, or other papers 
required by this section to be given to 
or served upon a cooperative or federa¬ 
tion shall be deemed to have been given 
or served as of the time when mailed to 
the last known secretary of the coopera¬ 
tive or federation at his last known 
address. 

(l) Adjustment period. Any coopera¬ 
tive or federation which was qualified on 
the effective date of this section, to re¬ 
ceive payments pursuant to the pro¬ 
visions of § 1002.89 as effective, referred 
to in this paragraph as the “former 
provisions”, shall continue to receive 
payments pursuant to and subject to the 
conditions specified in such former pro¬ 
visions on milk received during the 100- 
day period immediately following the 
effective date of this section; and if such 
cooperative or federation has applied for 
designation pursuant to this section at 
least 80 days prior to the expiration of 
such 100-day period, it shall continue to 
receive payments pursuant to the former 
provisions until such time as the market 
administrator has ruled upon such ap¬ 
plication: Provided , That a cooperative 
or federation may be designated to re¬ 
ceive payments pursuant to this section 
within such 10-day period: Provided fur - 
ther, That in no event shall a cooperative 
or federation receive payments under 
the former provisions for any period 
following the effective date of designa¬ 
tion of the cooperative or federation un¬ 
der this section: And provided further , 
That the waiting periods prescribed in 
paragraph (a) (5) (ii) and (ill) of this 
section shall not apply to member pro¬ 
ducers whose milk deliveries were part 


of the basis for payments to the appli¬ 
cant under the former provisions imme¬ 
diately prior to designation pursuant to 
this section. For the purpose and to the 
extent specified in this paragraph, the 
provisions of § 1002.89 as effective shall 
remain in force and effect after the effec¬ 
tive date of this section. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 USC 
601-674) 

Effective date: November 1, 1968. 

Signed at Washington, D.C., on 
September 16, 1968. 

Orville L. Freeman, 

Secretary. 

(F.R. Doc. 68-11452; Filed, Sept. 19, 1968; 
8:47 a.m.J 


Title 18—CONSERVATION OF 
POWER AND WATER RESOURCES 

Chapter I—Federal Power 
Commission 

[Docket No. R-347; Order 3681 

part 3—ORGANIZATION; OPERA¬ 
TION; INFORMATION AND RE¬ 
QUESTS; ETHICAL STANDARDS 

Responsibilities and Conduct 

September 20, 1968. 

This order amends our regulations on 
Standards of Conduct for Employees and 
Special Government Employees to con¬ 
form with the provisions of Executive 
Order 11408 1 of April 25, 1968. and re¬ 
sulting amendments to the Civil Service 
Regulations. Executive Order 11408 re¬ 
voked Executive Order 9 of January 17, 
1873, which related to dual Federal-State 
and local office holding, and various 
Executive orders interpreting Executive 
Order 9. Executive Order 11408 also re¬ 
voked Executive Order 9367 which pro¬ 
hibited Government employees from 
giving special instruction to prepare 
persons for Civil Service and Foreign 
Service examinations. Executive Orders 
9 and 9367 are no longer necessary since 
the Civil Service Commission, pursuant 
to 5 U.S.C. 7301, section 601 of Executive 
Order 11222 of May 8,1965, and amended 
§ 735.203 of the Civil Service Regulations, 
has adequate authority to regulate the 
conduct of employees in these matters. 
Outside employment with a State or 
local government will now be judged by 
the same criteria as other outside em¬ 
ployment, that is an employee shall not 
engage in outside employment that is 
not compatible with his Government 
employment. Teaching or instructing m 
preparation for Civil Service or Foreign 
Service examinations will be judged by 
the same criteria as other teaching or 
instructing, that is an employee is en¬ 
couraged to teach or instruct but sna 
not do so if the teaching or instruction 


er No. 319. Docket No. &-*"• 
ective Mar. 9, 1966, 31 F.R.4118, Orde 
!, Docket No. R-333, Issued and enec 
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is dependent on nonpublic information 
obtained as a result of his Government 

employment. 

The revisions to the Commission's 
Standards of Conduct regulations here 
adopted are designed to comply with Ex¬ 
ecutive Order 11408 and the amended 
Civil Service Commission regulations. 
Accordingly, the Commission orders: 

(A) Subparts C and D, Part 3, Chap¬ 
ter I of Title 18 of the Code of Federal 
Regulations are amended by deleting 
§ 3.735-5(e) (3) in its entirety and revis¬ 
ing §§ 3.735-5 (e)(1) (i) (e), <e)(2)(ii), 
and the introductory text of paragraph 
(e)(4) and § 3.735-27(b) (2) (i). As 
amended, the affected sections or por¬ 
tions thereof read as follows: 

Subpart C—Standards of Conduct 
for Employees 

§3.735-3 Conflicts of interest* 

• * • • • 

(e) Outside employment : Teaching, 
writing, lecturing — U) Incompatible ac¬ 
tivities. (!)••• 

(e) Outside employment under con¬ 
ditions or arrangements that may in¬ 
volve violation of law. See § 3.735-11 for 
a list of the main, relevant statutes and 
regulations. But see section 209(c), Fed¬ 
eral Power Act, and section 17(c), Nat¬ 
ural Gas Act, regarding availability to 
States of Commission experts as 
witnesses. 

(2) Teaching, lecturing, writing. * •• • 

(ii) Employees shall not, either for or 
without compensation, engage in teach¬ 
ing, lecturing, or writing, including 
teaching, lecturing or writing for the 
purpose of the special preparation of a 
person or class of persons for an exam¬ 
ination of the Civil Service Commission 
or of the Board of Examiners for the 
Foreign Service, that is dependent-on in- 
fonnation obtained as a result of Com¬ 
mission employment, except when that 
information has been made available to 
the general public or will be made avail¬ 
able on request or when the Executive 
Director has given written authorization 
for the use of nonpublic information on 
the basis that the use is in the public 
interest. For additional requirements 
and procedures relating to the misuse 
and disclosure of information see 
5 3.735-6(b). 


sation, engage in teaching, lecturing, or 
writing, including teaching, lecturing or 
writing for the purpose of the special 
preparation of a person or class of per¬ 
sons for an examination of the Civil 
Service Commission or of the Board of 
Examiners for the Foreign Service, that 
is dependent on information obtained as 
a result of Commission employment, ex¬ 
cept when that information has been 
made available to the general public or 
will be made available on request or when 
the Executive Director has given written 
authorization for the use of nonpublic 
information on the basis that the use is 
in the public interest. 

• ♦ * • • 

(B) This order shall be effective on 
September 20, 1968. the date of publica¬ 
tion in the Federal Register. 

By the Commission. 

[seal] Gordon M. Grant, 

Secretary. 

|F.R. Doc. 68-11456; Filed, Sept. 19, 1968; 

8:47 a.m.l 

Title 43—PUBLIC LANDS: 
INTERIOR 

Chapter I!—Bureau of Land Manage¬ 
ment, Department of the Interior 
APPENDIX—PUBLIC LAND ORDERS 

(Public Land Order 45231 
[New Mexico 3396] 

NEW MEXICO 

Partial Revocation of Public Water 
Reserve 

By virtue of the authority vested in 
the President by section 1 of the act of 
June 25, 1910 (36 Stat. 847; 43 UJ3.C. 
141), and pursuant to Executive Order 
No. 10355 of May 26, 1952 (17 F.R. 4831), 
it is ordered as follows: 

1. The Executive order of April 17, 
1926, creating Public Water Reserve No. 
107, is hereby revoked so far as it affects 
the following described land: 

New Mexico Principal Meridian 

T. 18 N., R. 10 W.. 

Sec. 22. NWV4NWV4. 


<3; [Deleted] 

(4» Limitations on prohibitions of 
subparagraphs (1) and 12 ) of this para - 
graph. The prohibitions of subpara¬ 
graphs (1) and (2) of this paragraph do 
not preclude an employee from: 

• * • * * 
Subpart D—Standards of Conduct 
or Special Government Employees 
§ 3.735-27 Ethical conduct. 

* • • • • 

<b) Misuse of information. * * * 

<2> (i) Special Government employees 
s aU no *» either for or without compen¬ 


The area described contains 40 acres 
in McKinley County. 

The land is located 15 air miles north¬ 
east of Crownpoint in north-central 
McKinley County. It is 2 miles east of 
State Road 56 and is accessible by private 
ranch road only. The terrain is gently 
rolling with an elevation of approxi¬ 
mately 6,600 feet. Vegetation is of the 
semidesert grassland type. 

2. At 10 a.m. on October 22, 1968, the 
land shall be open to operation of the 
public land laws generally, subject to 
valid existing rights, the provisions of 
existing withdrawals, and the require¬ 
ments of applicable law. All valid appli¬ 


cations received at or prior to 10 a.m. on 
October 22, 1968, shall be considered as 
simultaneously filed at that time. Those 
received thereafter shall be considered 
in the order of filing. 

3. The land will be open to location 
for nonmetalliferous minerals at 10 a.m. 
on October 22, 1968. It has been open to 
applications and offers under the mineral 
leasing laws and to location under 
the U.S. mining law's for metalliferous 
minerals. 

Inquiries concerning the land should 
be addressed to the Manager, Land Office, 
Bureau of Land Management, Santa Fe, 
N. Mex. 

Harry R. Anderson, 
Assistant Secretary of the Interior. 

September 16,1968. 

(F.R. Doc. 68-11432; Filed. Sept. 19. 1968; 

8:45 a.m.) 


Title 21—FOOD AND DRU6S 

Chapter I—Food and Drug Adminis¬ 
tration, Department of Health, Edu¬ 
cation, and Welfare 
SUBCHAPTER B—FOOD AND FOOD PRODUCTS 

PART 121—FOOD ADDITIVES 

Subpart C—Food Additives Permitted 
in Feed and Drinking Water of 
Animals or for the Treatment of 
Food-Producing Animals 

Subpart D—Food Additives Permitted 
in Food for Human Consumption 
SUBCHAPTER C—DRUGS 

PART 146c—CERTIFICATION OF 
CHLORTETRACYCLINE (OR TETRA¬ 
CYCLINE) AND CHLORTETRACY¬ 
CLINE- (OR TETRACYCLINE-) CON¬ 
TAINING DRUGS 

Chlortetracycline, Sulfamethazine 

A. The Commissioner of Food and 
Drugs, having evaluated the data sub¬ 
mitted in a petition filed by American 
Cyanamid Co., Post Office Box 400, 
Princeton, N.J. 08540, and other relevant 
material, concludes that the food addi¬ 
tive regulations should be amended to 
provide for the safe use of a combination 
drug containing chlortetracycline bisul¬ 
fate and sulfamethazine bisulfate in the 
drinking w f ater of swine for specified 
conditions. Therefore, pursuant to the 
provisions of the Federal Food, Drug, 
and Cosmetic Act (sec. 409(c)(1), 72 
Stat. 1786; 21 U.S.C. 348(c) (1)) and un¬ 
der authority delegated to the Commis¬ 
sioner (21 CFR 2.120), Part 121 is 
amended: 

1. In § 121.208(d) by revising table 4 
to read as follows: 

§ 121.208 Chlortctrnoyc-Iine. 

• ♦ • • • 

(d) • * • 
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famethazine equivalent per pound in the 
immediate container. 

• • • • • 

(iv) It is labeled in accordance with 
the requirements of §§ 121.208 and 121.- 
293 of this chapter. 

• • • • • 

(2) [Deleted] 

• • • * * 

Any person who will be adversely af¬ 
fected by the foregoing order may at any 
time within 30 days from the date of its 
publication in the Federal Register file 
with the Hearing Clerk, Department of 
Health, Education, and Welfare, Room 
5440, 330 Independence Avenue SW., 
Washington, D.C. 20201, written objec¬ 
tions thereto, preferably in quintuplicate. 
Objections shall show wherein the person 
filing will be adversely affected by the 
order and specify with particularity the 
provisions of the order deemed objection¬ 
able and the grounds for the objections. 

If a hearing is requested, the objections 
must state the issues for the hearing. A 
hearing will be granted if the objections 
are supported by grounds legally suffi¬ 
cient to justify the relief sought. Objec¬ 
tions may be accompanied by a memo¬ 
randum or brief in support thereof. 

Effective date. This order shall become 
effective on the date of its publication in 
the Federal Register. 

(Secs. 409(C) (1). (4). 507, 59 Stat. 463, as 
amended. 72 Stat. 1780; 21 U.S.C. 348(c) (1). 

(4). 357) 

Dated: September 11,1968. 

J. K. Kirk, 

Associate Commissioner 

for Compliance . 

|FJR. Doc. 68-11422; Filed. Sept. 19, 1968; 

8:45 am.] 

Title 50—WILDLIFE AND 
FISHERIES 

Chapter I—Bureau of Sport Fisheries 
and Wildlife, Fish and Wildlife 
Service, Department of the Interior 

PART 10—MIGRATORY BIRDS 

Open Seasons, Bag Limits, and Pos¬ 
session of Certain Migratory Game 
Birds in Alaska 

Footnote 2 of § 10.51 appearing on page 
10730 of the Federal Register of July 27, 

1968, is revised to read: 

* Geese: The dally bag and possession limits 
may not include more than 4 dally and 8 in 
possession, singly or in the aggregate, of 
white-fronted and Canada geese: Provided. 

That, in the Alaskan Game Management 
Unit 0 (Copper River Delta), the limit is 3 
dally and 6 in possession of Canada geese. 

(40 Stat. 755; 16 U.S.C. 703 et seq.) 

This revision shall become effective 
upon the date of filing for publication in 
the Federal Register. 

Abram V. Tunison, 

Acting Director , Bureau of 
Sport Fisheries and Wildlife. 

September 16,1968. 

|F.R. Doc. 68-11431; Filed. Sept. 19, 1968; 

8:45 a.m,] 
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Proposed Rule Making 


DEPARTMENT OF THE TREASURY 

Internal Revenue Service 
i 26 CFR Part 1 ] 

INCOME TAX 

Treatment of Gain Resulting From 
Lapse of Option Granted as Part 
of Straddle 

Notice is hereby given that the regu¬ 
lations set forth in tentative form be¬ 
low are proposed to be prescribed by the 
Commissioner of Internal Revenue, with 
the approval of the Secretary of the 
Treasury or his delegate. Prior to the final 
adoption of such regulations, considera¬ 
tion will be given to any comments or 
suggestions pertaining thereto which are 
submitted in writing, preferably in 
quintuplicate, to the Commissioner of 
Internal Revenue, Attention: CC:LR:T, 
Washington, D.C. 20224, within the pe¬ 
riod of 30 days from the date of publica¬ 
tion of this notice in the Federal Regis¬ 
ter. Any written comments or sugges¬ 
tions not specifically designated as con¬ 
fidential in accordance w r ith 26 CFR 
601.601(b) may be inspected by any per¬ 
son upon written request. Any person 
submitting written comments or sugges¬ 
tions who desires an opportunity to com¬ 
ment orally at a public hearing on these 
proposed regulations should submit his 
request in writing, to the Commissioner 
within the 30-day period. In such case, 
a public hearing will be held, and notice 
of the time, place, and date will be pub¬ 
lished in a subsequent issue of the Fed¬ 
eral Register. The proposed regulations 
are to be issued under the authority 
contained in section 7805 of the Internal 
Revenue Code of 1954 (68A Stat. 917; 
26 U.S.C. 7805). 

r seal] Sheldon S. Cohen, 

Commissioner of Internal Revenue. 

In order to conform the Income Tax 
Regulations (26 CFR Part 1) under sec¬ 
tion 1234 of the Internal Revenue Code 
of 1954 to section 210 of the Act of 
November 13, 1966 (Public Law 89-809, 
80 Stat. 1580), such regulations are 
amended as follows: 

Paragraph l. Section 1.1234 is amended 
by redesignating section 1234(c) as sec¬ 
tion 1234(d), by inserting after section 
1234(b) a new section 1234(c). and by 
revising the historical note. These re¬ 
vised and added provisions read as 
follows: 

§ 1.1234 Statutory provision*; options 
to buy or sell. 

Sec. 1234. Options to buy or sell. * * * 

(c) Special rule for grantors of straddles — 
(1) Gain on lapse. In the case of gain on 
lapse of an option granted by the taxpayer 
as part of a straddle, the gain shall be deemed 
to be gain from the sale or exchange of a 


capital asset held for not more than 6 months 
on tiie day that the option expired. 

(2) Exception. This subsection shall not 
apply to any person who holds securities for 
sale to customers in the ordinary course of 
his trade or business. 

(3) Definitions. For purposes of this sub¬ 
section— 

(A) The term “straddle" means a simul¬ 
taneously granted combination of an option 
to buy, and an option to sell, the same quan¬ 
tity of a security at the same price during 
the same period of time. 

(B) The term “security" has the mean¬ 
ing assigned to such term by section 1236(c). 

(d) Non-application of section. • • • 

[Sec. 1234 as amended by sec. 53. Technical 
Amendments Act 1958 (72 Stat. 1644); sec. 
210, Act of Nov. 13, 1966 (Public Law 89-809, 
80 Stat. 1580)1 

Par. 2. Paragraph (b) of § 1.1234-1 is 
amended to read as follows: 

§ 1.1234—1 Option* to buy or sell. 

♦ • • * • 

(b) Failure to exercise option. If the 
holder of an option to buy or sell prop¬ 
erty incurs a loss on failure to exercise 
the option, the option is deemed to have 
been sold or exchanged upon the date 
that it expired. Any such loss to the 
holder of an option is treated under the 
general rule provided in paragraph (a) 
of this section. Any gain to the grantor 
of an option arising from the failure of 
the holder to exercise it is ordinary in¬ 
come. However, for special rules with re¬ 
spect to the treatment of gain on the 
lapse of an option granted by the tax¬ 
payer as part of a straddle, see section 
1234(c) and § 1.1234-2. 

• • * * » 

Par. 3. There is inserted immediately 
after § 1.1234-1 the following new sec¬ 
tion: 

§ 1.1234—2 Special rule for grantors of 
straddles. 

(a) In general. Section 1234(c)(1) 
provides a special rule applicable in the 
case of gain on the lapse of an option 
granted by the taxpayer as part of a 
straddle. In such a case, the gain shall be 
deemed to be gain from the sale or ex¬ 
change of a capital asset held for not 
more than 6 months on the day that the 
option expired. Thus, such gain shall be 
treated as a short-term capital gain, as 
defined in section 1222(1). Section 1234 
(c) (1) does not apply to any person who 
holds securities (including options to ac¬ 
quire or sell securities) for sale to cus¬ 
tomers in the ordinary course of his trade 
or business. Additionally, section 1234(c) 
(1) does not apply in a case where both of 
the options which comprise a straddle 
are allowed to lapse. In such a case, any 
gain to the grantor on the lapse of the 
options comprising the straddle is ordi¬ 
nary income. 

(b) Definitions. The following defini¬ 
tions apply for purposes of section 1234 
(c) and this section. 


(1) Straddle. The term “straddle*’ 
means a simultaneously granted com¬ 
bination of an option to buy (i.e., a 
“call*') and an option to sell (ie.[ a 
“put”) the same quantity of a security 
at the same price during the same period 
of time. 

(2) Security. The term “security’’ has 
the meaning assigned to such term by 
section 1236(c) and the regulations 
thereunder. Thus, for example, the term 
“security" does not include commodity 
futures. 

(3) Grantor. The term “grantor” 
means the writer or issuer of the option 
contracts making up the straddle. 

(4) Multiple option. The term “multi¬ 
ple option" means a simultaneously 
granted combination of an option to buy 
plus an option to sell plus one or more 
additional options to buy or sell a 
security. 

(c) Identification of a straddle in the 
case of a multiple option. Section 1234 
(c) (1) applies to gain on the lapse of an 
option granted as part of a multiple op¬ 
tion only if (1) the option is part of a 
straddle contained in the multiple op¬ 
tion, and (2) the grantor identifies which 
two of the options contained in the mul¬ 
tiple option constitute the straddle. The 
grantor must make such identification by 
indicating in his records, to the extent 
feasible, the individual serial number of, 
or other characteristic symbol imprinted 
upon, each of the two individual options 
which comprise the straddle, or by adopt¬ 
ing any other method of identification 
satisfactory to the Commissioner. Fur¬ 
ther, such identification must be made 
before the expiration of the 15th day 
after the day on which the multiple op¬ 
tion is granted. The preceding sentence 
shall apply only with respect to multiple 
options granted after [the 30th day fol¬ 
lowing the date of publication in the 
Federal Register of the Treasury deci¬ 
sion]. In computing the 15-day period 
prescribed by this paragraph, the first 
day of such period is the day following 
the day on which the multiple option is 
granted. 

(d) Allocation of premium. The al¬ 
location of a premium received for a 
straddle or a multiple option between or 
among the component options thereof 
shall be made on the basis of the relative 
market value of such component options 
at the time of their issuance or on any 
other reasonable and consistently ap¬ 
plied basis which is acceptable to the 
Commissioner. 

(e) Effective date—( 1) In general. 
Section 1234(c) and this section, relat¬ 
ing to special rules for grantors of strad¬ 
dles, shall apply only with respect to 
straddle transactions entered into after 
January 25, 1965, in taxable years end¬ 
ing after such date. 

(2) Special rule. For a special rule 
with respect to the identification of a 
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straddle granted as part of a multiple 
option, see paragraph (c). 

(f> illustrations. The application of 
section 1234(c) and this section may be 
illustrated by the following examples: 

Example (I). On February 1. 1968, taxpayer 
A, who files his Income tax returns on a 
calendar year basis. Issues a straddle for 100 
shares of X Corporation stock and receives a 
premium of $1,000. The options comprising 
the straddle were to expire on August 10, 
1968. A has allocated $450 (45 percent of 
$1,000) of the premium to the put and $550 
(55 percent of $1,000) to the call. On March 1. 
1968, B. the holder of the put. exerlcses his 
option. C. the holder of the call, falls to exer¬ 
cise his option prior to its expiration. As a 
result of C’s failure to exercise his option, A 
realizes a short-term capital gain of $550 
(that part of the premium allocated to the 
call) on August 10, 1968. 

Example (2). Assume the same facts as In 
example (1), except that C exerlcses his call 
on March 1, 1958, and B fails to exercise his 
put prior to its expiration. As a result of B*s 
failure to exercise his option, A realizes a 
short-term capital gain of $450 (that part 
of the premium allocated to the put) on 
August 10. 1968. 

Example (3 ). Assume the same facts as 
in example (1), except that both B and C 
fall to exercise their respective options. As a 
result of the failure of B and C to exercise 
their options, A realizes ordinary income of 
$1,000 (the premium for granting the strad¬ 
dle) on Augst 10, 1968. 

(F.R. Doc. 66-11475; Filed, Sept. 19, 1968; 

8:49 a.m.J 


POST OFFICE DEPARTMENT 

[ 39 CFR Part 151 1 
SERVICE IN POST OFFICES 


Box Rentals 


In the Federal Register of March 1, 
1968 (33 F.R. 3639), the Post Office De¬ 
partment published a notice of proposed 
rule making regarding the rental of non¬ 
existent (or “phantom”) boxes and boxes 
In excess of the number already held by 
any one patron. Upon consideration of 
written comments received, the Depart¬ 
ment hereby rescinds such proposal. In 
lieu thereof, the Department hereby is¬ 
sues a new notice of proposed rule mak¬ 
ing involving an amendment to para¬ 
graph (b) (4) of § 151.3 of Title 39. Code 
of Federal Regulations, to provide that, 
effective January l, 1969, a rental fee 
three times the regular fee for one box 
shall be charged for each post office 
or post office box designation (non¬ 
existent or “phantom” box) in excess of 
the initial box rented by a patron at any 
one postal installation. 


Interested persons may submit writ 
ten data, views, and arguments con 
cerning this new proposal to the Director 
L-iassification and Special Services Divi 
Bureau of Operations, Post Offici 
department, Washington, D.C. 20260, a 
prior 10 the 30th day following 
Iv! Sr* 01 Publication of this notice ii 
the Federal Register. 

In addition to this new proposal, thi 
sh,Ht rtn J e ? t wU1 undertake a full-scali 
luefc-box and related service 
this study will give particular attentioi 


to the operational cost problems that 
promoted issuance of the March 1, 1968, 
proposal. The study will also develop a 
basis for making changes to better meet 
the service needs of lock-box patrons as 
well as providing for more efficient and 
economical operation of this service by 
the Department. In addition, the study 
will include a comprehensive survey of 
the entire service of post office boxes and 
related matters. 

Accordingly, it is proposed that para¬ 
graph (b) (4) of § 151.3 read as follows 
on and after January 1, 1969: 

§ 151.3 Post office boxes. 

* * * * ♦ 

(b) How to rent a box. * • ♦ 

(4) Multiple and nonexistent boxes. 
A rental fee three times the regular 
rental fee for one box shall be charged 
for each post office box or post office 
box designation (nonexistent or “phan¬ 
tom" box) in excess of the initial box 
rented by a patron at any one postal in¬ 
stallation. For the purposes of this sub- 
paragraph the patron is the post office 
box applicant of record. 

• * • • * 

Note: The corresponding Postal Manual 
section Is 151.324. 

(5 U.S.C. 301, 39 U.S.C. 501) 

Timothy J. May, 

* General Counsel. 

September 18,1968. 

[F.R. Doc. 68-11508; Filed, Sept. 19, 1968; 

8:49 a.m.J 

DEPARTMENT OF 
TRANSPORTATION 

Federal Aviation Administration 
[ 14 CFR Part 71 ] 

[Airspace Docket No. 68-CE-72] 

CONTROL ZONE 
Proposed Alteration 

The Federal Aviation Administration 
is considering amending Part 71 of the 
Federal Aviation Regulations so as to 
alter the control zone at Minneapolis, 
Minn. 

Interested persons may participate 
in the proposed rule making by sub¬ 
mitting such written data, views, or 
arguments as they may desire. Commu¬ 
nications should be submitted in tripli¬ 
cate to the Director, Central Region, 
Attention: Chief, Air Traffic Division, 
Federal Aviation Administration, Federal 
Building, 601 East 12th Street, Kansas 
City, Mo. 64106. All communications re¬ 
ceived within 45 days after publication of 
this notice in the Federal Register will 
be considered before action is taken on 
the proposed amendment. No public 
hearing is contemplated at this time, but 
arrangements for informal conferences 
with Federal Aviation Administration 
officials may be made by contacting the 
Regional Air Traffic Division Chief. 

Any data, views, or arguments pre¬ 
sented during such conferences must also 


be submitted in writing in accordance 
with this notice in order to become part 
of the record for consideration. The pro¬ 
posal contained in this notice may be 
changed in the light of comments 
received. 

A public docket will be available for 
examination by interested persons in the 
Office of the Regional Counsel, Federal 
Aviation Administration, Federal Build¬ 
ing, 601 East 12th Street. Kansas City. 
Mo. 64106. 

Two new public use instrument ap¬ 
proach procedures have been developed 
for the Minneapolis-St. Paul Interna¬ 
tional Airport utilizing the ILS outer 
marker as a navigational aid. Since these 
new procedures are not completely con¬ 
tained within presently designated air¬ 
space, it is necessary to alter the 
Minneapolis, Minn., control zone to pro¬ 
vide controlled airspace for the protec¬ 
tion of aircraft executing these new 
instrument approach procedures. The 
presently designated Minneapolis. Minn., 
transition area will not be changed as a 
result of this proposal. 

In consideration of the foregoing, the 
Federal Aviation Administration pro¬ 
poses to amend Part 71 of the Federal 
Aviation Regulations as hereinafter set 
forth: 

In § 71.171 (33 F.R. 2058), the follow¬ 
ing control zone is amended to read: 

Minneapolis, Minn. 

Within a 5-mile radius of Minneapolls-St. 
Paul International Airport (latitude 44*63'- 
05“ N., longitude 93 a 13'15“ W.); within 2 
miles each side of the Minneapolis MSP-ILS 
localizer front and back courses, extending 
from the 5-mile radius zone to the MS-OM 
and to 16 miles northwest of the MS-OM; 
within 2 miles each side of the Minneapolis 
APLr-ILS localizer front and back courses, 
extending from the 5-mile radius zone to 
the AP-OM and to 12 miles northeast of the 
AP-OM; within 2 miles each side of the 
301° bearing from the MS-OM. extending 
from the 5-mlle radius zone to the MS-OM; 
and within 2 miles each side of the 304* bear¬ 
ing from the MS-OM, extending from the 
5-mile radius zone to 14 mUes northwest of 
the MS-OM. 

This amendment Is proposed under the 
authority of section 307(a) of the Fed¬ 
eral Aviation Act of 1958 (49 U.S.C. 
1348). 

Issued at Kansas City, Mo., on Sep¬ 
tember 5, 1968. 

John A. Hargrave, 
Acting Director, Central Region. 

[Fit. Doc. 68-11447; Filed, Sept. 19. 1968; 

8:46 ajn.J 


[ 14 CFR Part 71 ] 

[ Airspace Docket No. G8-SW-63] 

CONTROL ZONE AND TRANSITION 
AREA 

Proposed Alteration 

The Federal Aviation Administration 
is considering amending Part 71 of the 
Federal Aviation Regulations to alter 
controlled airspace in the Harrison, Ark., 
terminal area. 

Interested persons may submit such 
written data, views, or arguments as they 
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may desire. Communications should be 
submitted in triplicate to the Chief, Air 
Traffic Division, Southwest Region, Fed¬ 
eral Aviation Administration, Post Office 
Box 1689, Forth Worth, Tex. 76101. All 
communications received within 30 days 
after publication of this notice in the 
Federal Register will be considered be¬ 
fore action is taken on the proposed 
amendment. No public hearing is con¬ 
templated at this time, but arrangements 
for informal conferences with Federal 
Aviation Administration officials may be 
made by contacting the Chief, Air Traf¬ 
fic Division. Any data, views, or argu¬ 
ments presented during such conferences 
must also be submitted in writing in ac¬ 
cordance with this notice in order to be¬ 
come part of the record for consideration. 
The proposal contained in this notice 
may be changed in the light of comments 
received. 

The official docket will be available for 
examination by interested persons at the 
Office of the Regional Counsel, South¬ 
west Region, Federal Aviation Adminis¬ 
tration, Fort Worth, Tex. An informal 
docket will also be available for examina¬ 
tion at the Office of the Chief, Air Traf¬ 
fic Division. 

It is proposed to amend Part 71 of the 
Federal Aviation Regulations as herein¬ 
after set forth. 

(1) In § 71.171 (33 F.R. 2088) the Har¬ 
rison, Ark., control zone is amended to 
read: 

Harrison, Ark. 

Within a 5-mile radius of the Boone 
County Airport (lat. 36*15'55" N., long. 
93*09'20" W.) and within 2 miles each side 
of the Harrison VOR 140° radial extending 
from the 5-mile radius zone to the VOR. 

(2) In § 71.181 (33 F.R. 2192) the Har¬ 
rison, Ark., transition area is amended to 
read : 

Harrison, Ark. 

That airspace extending upward from 700 
feet above the surface within a 6-mile ra¬ 
dius of the Boone County Airport (lat. 
36°15'55" N., long. 93°09'20" W.), within 
2 miles each side of the Harrison VOR 320° 
radial extending from the 6-mlle radius area 
to 8 miles northwest of the VOR; and that 
airspace extending upward from 1,200 feet 
above the surface within 8 miles northeast 
and 5 miles southwest of the Harrison VOR 
320° and 140° radials extending from 12 
miles northwest to 2 miles southeast of the 
VOR. 

The alterations, as proposed, will pro¬ 
vide airspace protection for aircraft exe¬ 
cuting amended instrument approach/ 
departure procedures at the Boone 
County Airport. The primary runway has 
been lengthened and is accommodating 
larger aircraft. IFR operations by the 
larger aircraft require additional con¬ 
trolled airspace. 

This amendment is proposed under 
the authority of section 307(a) of the 
Federal Aviation Act of 1958 (49 U.S.C. 
1348). 

Issued in Fort Worth, Tex., on 
September 9, 1968. 

A. L. Coulter, 

Acting Director, Southwest Region. 

[F.R. Doc. 68-11448; Filed. Sept. 19, 1968; 

8:46 a.m.1 


PROPOSED RULE MAKING 

[14 CFR Part 71 ] 

[Airspace Docket No. 68-SO-331 

CONTROL ZONE AND TRANSITION 
AREA 

Proposed Alteration 

The Federal Aviation Administration 
is considering amendments to Part 71 
of the Federal Aviation Regulations that 
would alter the controlled airspace in the 
vicinity of Palm Beach, Fla. 

As parts of these proposals relate to 
the navigable airspace outside the 
United States, this notice is submitted 
in consonance with the ICAO Interna¬ 
tional Standards and Recommended 
Practices. 

Applicability of International Stand¬ 
ards and Recommended Practices, by the 
Air Traffic Service, FAA, in areas outside 
domestic airspace of the United States 
is governed by Article 12 and Annex 11 
to the Convention on International Civil 
Aviation (ICAO), which pertains to the 
establishment of air navigation facilities 
and services necessary to promoting the 
safe, orderly and expeditious flow of civil 
air traffic. Its purpose is to insure that 
civil flying on international air routes 
is carried out under uniform conditions 
designed to improve the safety and ef¬ 
ficiency of air operations. 

The International Standards and 
Recommended Practices in Annex 11 
apply in those parts of the airspace under 
the jurisdiction of a contracting state, 
derived from ICAO, wherein air traffic 
services are provided and also whenever 
a contracting state accepts the responsi¬ 
bility of providing air traffic services 
over high seas or in airspace of unde¬ 
termined sovereignty. A contracting 
state accepting such responsibility may 
apply the International Standards and 
Recommended Practices to civil aircraft 
in a manner consistent with that adopted 
for airspace under its domestic juris¬ 
diction. 

In accordance with Article 3 of the 
Convention on International Civil Avia¬ 
tion, Chicago, 1944, state aircraft are 
exempt from the provisions of Annex 11 
and its Standards and Recommended 
Practices. As a contracting state, the 
U.S. agreed by Article 3(d) that its state 
aircraft will be operated in international 
airspace with due regard for the safety 
of civil aircraft. 

Since this action involves, in part, the 
designation of navigable airspace outside 
the United States, the Administrator has 
consulted with the Secretary of State and 
the Secretary of Defense in accordance 
with the provisions of Executive Order 
10854. 

Interested persons may participate in 
the proposed rule making by submitting 
such written data, views, or arguments as 
they may desire. Communications should 
identify the airspace docket number and 
be submitted in triplicate to the Director, 
Southern Region, Attention: Chief, Air 
Traffic Division, Federal Aviation Ad¬ 
ministration, Post Office Box 20636, At¬ 
lanta, Ga. 30320. All communications 
received within 30 days after publication 
of this notice in the Federal Register 
will be considered before action is taken 


on the proposed amendments. The pro¬ 
posals contained in this notice may be 
changed in the light of comments 
received. 

An official docket will be available for 
examination by interested persons at the 
Federal Aviation Administration, Office 
of the General Counsel, Attention: Rules 
Docket, 800 Independence Avenue SW, 
Washington, D.C. 20590. An informal 
docket also will be available for exam¬ 
ination at the office of the Regional Air 
Traffic Division Chief. 

The proposals contained in this docket 
would alter the controlled airspace in the 
vicinity of Palm Beach as follows: 

1. The description of the Palm Beach 
control zone would be altered as follows: 

a. The geographic position of the Palm 
Beach International Airport would be 
changed from lat. 26°41'00" N., long 
80°05'41" W.. to lat. 26°41'05" N., long. 
80°05'35" W. 

b. The geographic position of the Palm 
Beach County Park Airport would be 
changed from lat. 26°35'33" N., long. 
80°05T3" W., to lat. 26°35'35" N., long. 
80°05T0" W. 

2 . The 700-foot floor portion of the 
Palm Beach transition area would be 
redescribed as that airspace extending 
upward from 700 feet above the surface 
within an 8-mile radius of the Palm 
Beach International Airport (lat. 26°41 # 
05" N., long. 80°05'35" W.). 

The changes to the control zone de¬ 
scription are required due to a replotting 
of the airport geographic locations. 

The proposed alteration of the transi¬ 
tion area is required to provide controlled 
airspace for turbojet aircraft departing 
the Palm Beach International Airport. 

These amendments are proposed under 
the authority of sections 307(a) and 1110 
of the Federal Aviation Act of 1958 (49 
U.S.C. 1348 and 1510) and Executive 
Order 10854 (24 FJR. 9565). 

Issued in Washington, D.C., on Sep¬ 
tember 13, 1968. 

H.B. Helstrom, 

Chief, Airspace and Air 
Traffic Rules Division. 

[FR. Doc. 68-11449; Filed, Sept. 19, 1968; 

8:47 a.m.] 


[14 CFR Parts 71, 75 1 

[Airspace Docket No. 68-Air- 13J 

JET ROUTE AND HIGH ALTITUDE 
REPORTING POINT 

Proposed Designation 

The Federal Aviation Administration is 
considering an amendment to Parts 71 
and 75 of the Federal Aviation Regula¬ 
tions that would designate J-133 and its 
associated control area outside the con¬ 
tinental control area from Annette Is¬ 
land, Alaska. VOR, via Biorka Island, 
Alaska, VORTAC; Hinchinbrook, Alaska. 
RR; Johnstone Point, Alaska, VOR; to 
Anchorage, Alaska, VORTAC. It is also 
proposed to designate the intersection of 
Yakutat, Alaska. VORTAC 213° T (184 
M) radial and Hinchinbrook RR 118° T 
(091° M) bearing (lat. 58°45' N., long. 
140°35' W.) as a high altitude reporting 
point. 
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As parts of these proposals relate to 
the navigable airspace outside the United 
States, this notice is submitted in con¬ 
sonance with the ICAO International 
Standards and Recommended Practices. 

Applicability of International Stand¬ 
ards and Recommended Practices, by the 
Air Traffic Service, PA A, in areas outside 
domestic airspace of the United States is 
governed by Article 12 and Annex 11 to 
the Convention on International Civil 
Aviation <ICAO), which pertains to the 
establishment of air navigation facilities 
and services necessary to promoting the 
safe, orderly, and expeditious flow of 
civil air traffic. Its purpose is to insure 
that civil flying on international air 
routes is carried out under uniform con¬ 
ditions designed to improve the safety 
and efficiency of air operations. 

The International Standards and 
Recommended Practices in Annex 11 
apply in those parts of the airspace un¬ 
der the jurisdiction of a contracting 
State, derived from ICAO, wherein air 
traffic services are provided and also 
whenever a contracting State accepts 
the responsibility of providing air traffic 
services over high seas or in airspace of 
undetermined sovereignty. A contracting 
State accepting such responsibility may 
apply the International Standards and 
Recommended Practices to civil aircraft 
in a manner consistent with that adopted 
for airspace under its domestic jurisdic¬ 
tion. 

In accordance with Article 3 of the 
Convention on International Civil Avia¬ 
tion, Chicago, 1944, State aircraft are 
exempt from the provisions of Annex 11 
and its Standards and Recommended 
Practices. As a contracting State, the 
United States agreed by Article 3(d) that 
its State aircraft will be operated in in¬ 
ternational airspace with due regard 
for the safety of civil aircraft. 

Since this action involves, in part, the 
designation of navigable airspace out¬ 
side the United States, the Administra¬ 
tor has consulted with the Secretary of 
State and the Secretary of Defense in 
accordance with the provisions of Execu¬ 
tive Order 10854. 

Interested persons may participate in 
the proposed rule making by submitting 
such written data, views, or arguments, 
as they may desire. Communications 
should identify the airspace docket 
number and be submitted in triplicate 
to the Director, Alaskan Region, Atten¬ 
tion: Chief, Air Traffic Division. Federal 
Aviation Administration, 632 Sixth Ave¬ 
nue, Anchorage, Alaska 99501. All com¬ 
munications received within 30 days 
after publication of this notice in the 
Federal Register will be considered be¬ 
fore action is taken on the proposed 
amendments. The proposals contained 
In this notice may be changed in the 
light of comments received. 

An official docket will be available for 
examination by interested persons at the 
Federal Aviation Administration, Office 
of the General Counsel, Attention: Rules 
Docket, 800 Independence Avenue SW., 


Washington, D.C. 20590. An informal 
docket also will be available for exam¬ 
ination at the office of the Regional Air 
Traffic Division Chief. 

The proposed jet route would provide 
a more direct route between Anchorage 
and the new Sitka, Alaska Airport, and 
provide an additional route between An¬ 
chorage and Seattle, Wash. It would 
simplify flight planning and air traf¬ 
fic service, and also provide additional en 
route altitudes during peak traffic 
periods. 

These amendments are proposed under 
the authority of sections 307(a) and 1110 
of the Federal Aviation Act of 1958 <49 
U.S.C. 1348 and 1510) and Executive Or¬ 
der 10854 (24 F.R. 9565). 

Issued in Washington, D.C., on 
September 12,1968. 

H. B. Helstrom, 

Chief, Airspace and Air 
Traffic Rules Division . 

[P.R. Doc. 68-11450; Piled, Sept. 19, 1968; 

8:47 a.m.J 


[14 CFR Part 93 1 

[Docket No. 9113; Notice 68-20B] 

HIGH DENSITY TRAFFIC AIRPORTS 
Notice of Public Hearing 

By Notice 68-20 and 68-20A, published 
in the Federal Register on September 5 
and September 12, 1968 (33 F.R. 12580, 
12918), notice was given that a public 
hearing will be held on September 25, 
1968, to receive the oral or written state¬ 
ments of interested persons on the regu¬ 
latory proposals contained in NPRM 68- 
20 regarding High Density Traffic Air¬ 
ports. 

In view of the numerous requests to 
present statements at that hearing and 
the inability of some interested persons 
to present their statements at the hear¬ 
ing on the scheduled date of Septem¬ 
ber 25, it appears that additional time is 
needed for the public hearing. Accord¬ 
ingly, to the extent that it is necessary to 
afford all interested persons an opportu¬ 
nity to present their initial and rebuttal 
statements, the hearing will be continued 
on Thursday, September 26, 1968. The 
hearing will then be recessed until Thurs¬ 
day, October 3, 1968, at which time in¬ 
terested persons who are unable to pre¬ 
sent their statements on the previous 
dates of the hearing will be afforded an 
opportunity to present their initial state¬ 
ments, rebuttal statements, or both. 

The hearing will be held on each of the 
scheduled dates at 9:30 a.m. in the Audi¬ 
torium, Third Floor of the Department 
of Transportation Building, 800 Inde¬ 
pendence Avenue SW., Washington, D.C. 

Issued in Washington, D.C., on Sep¬ 
tember 18,1968. 

D. D. Thomas, 
Acting Administrator. 

[F.R. Doc. 68-11546; Filed, Sept. 19, 1968; 

10:00 a.m.] 


Office of the Secretary 
[ 49 CFR Part 239 1 

[OST Docket No. 9; Notice 68-1 A] 

ALASKA-HAWAII AND BERING 
STANDARD TIME ZONES 

Relocation of Boundary 

The Department of Transportation is 
considering the relocation of the bound¬ 
ary line between the Alaska-Hawaii 
standard time zone and the Bering 
standard time zone. As amended effec¬ 
tive September 22, 1968 (33 F.R. 14168), 
Part 239 of Title 49 of the Code of Fed¬ 
eral Regulations describes the limits of 
the Alaska-Hawaii standard time zone 
as including all U.S. territory between 
141° W. longitude and 161° W. longitude 
and the entire State of Hawaii. Part 239 
describes the limits of the Bering Zone 
as including all U.S. territory between 
161° W. longitude and 172°30' W. longi¬ 
tude and all of the Aleutian Islands 
which lie west of 172°30' W. longitude. 

During the course of the proceedings 
to move the line of the Alaska-Hawaii 
Zone from 157°30' W. longitude to 161° 
W. longitude the Alaska Region of the 
Federal Aviation Administration recom¬ 
mended that the line be further moved 
to the 162° meridian, to include the com¬ 
munity of Bethel, Alaska, in the Hawaii 
time zone on the ground that transpor¬ 
tation and communications services in 
the Bristol Bay area are provided from 
Anchorage which lies to the east in 
the Alaska-Hawaii time zone. The Re¬ 
gion stated that the change would also 
result in more effective administration of 
Federal Aviation Administration facil¬ 
ities by placing Dillingham and Bethel 
in the same time zone as the respective 
area office responsible for their opera¬ 
tion and administration. 

In consideration of the foregoing, it is 
proposed to amend §§ 239.13 and 239.15 
to read as follows: 

g 239.13 Alaska-Hawaii standard time. 

The seventh standard time zone, the 
Alaska-Hawaii time zone, includes all 
territory of the United States located be¬ 
tween 141° W. longitude and 162° W. 
longitude, and the entire State of Hawaii. 

§ 239.15 Bering standard time. 

The eighth standard time zone, the 
Bering time zone, includes all territory 
of the United States between 162° W. 
longitude and 172°30' W. longitude, and 
all of the Aleutian Islands which lie west 
of 172°30' W. longitude, but does not in¬ 
clude any part of the State of Hawaii. 

Interested persons are invited to par¬ 
ticipate in the making of this proposed 
rule by submitting such written data, 
views, and arguments as they may desire. 
Communications should identify the reg¬ 
ulatory docket or notice number (see 
above) and be submitted in duplicate to 
the Docket Clerk. Office of the General 
Counsel; Department of Transportation, 
Washington, D.C. 20590. 

Communications received before Octo¬ 
ber 20, 1968, and all other communlca- 
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tions received before the date of this 
notice, will be considered by the Depart¬ 
ment before taking final action. All 
docketed comments will be available for 
examination by interested persons, both 
before and after the closing date for 
comments. 

These proceedings do not concern ad¬ 
herence to or exemption from advanced 
(daylight saving) time during the sum¬ 
mer months. The Uniform Time Act re¬ 
quires observance of advanced time 
within established time zones from the 
last Sunday in April until the last Sun¬ 
day in October, but allows individual 
States to exempt themselves, by law, from 
observing advanced time within the 
State. 

This proposal is issued under the 
authority of the Act of March 19, 1918, 
chapter 24, as amended by the Uniform 
Time Act of 1966 (15 UJS.C. 260-267); 
section 6(e) (5) of the Department of 
Transportation Act (49 U.S.C, 1655 
(e) (5)); and 49 CFR Part 5. 

Issued in Washington, D.C., on Septem¬ 
ber 16, 1968. 

Stanford G. Ross, 
General Counsel. 

[PH. Doc. 68-11455: Filed, Sept. 19, 1968; 

8:47 ajn.J 


PROPOSED RULE MAKING 

FEDERAL COMMUNICATIONS 
COMMISSION 

[ 47 CFR Part 73 1 

(Docket No. 16222J 

STANDARD BROADCAST SERVICE 

Method for Calculating Radiation; 

Order Extending Time for Filing 

Reply Comments 

In the matter of amendment of Part 73 
of the Commission rules to specify, in 
lieu of the existing MEOV concept, a 
standard method for calculating radia¬ 
tion for use in evaluating interference, 
coverage and overlap of mutually pro¬ 
hibited contours in the standard broad¬ 
cast service; Docket No. 16222. 

1. This proceeding was initiated by a 
notice of proposed rule making on Octo¬ 
ber 6, 1965. The time for filing comments 
expired June 14, 1968. The time for filing 
reply comments is now September 16, 
1968. 

2. Storer Broadcasting Co. filed timely 
comments. It intends to submit reply 
comments, but because of delays in ob¬ 
taining copies of the comments of other 


parties, the volume and complexity of 
these comments, and because of other 
demands on its engineering department 
it will be unable to meet the September 
16 deadline. Accordingly, in a petition 
filed on September 11. it requests that the 
period during which comments may be 
filed be extended for 1 week, to Septem¬ 
ber 23, 1968. 

3. We find it in the public interest to 
make available the short additional 
period of time requested by the petitioner. 

4. Accordingly , it is ordered, That the 
time for filing reply comments in this 
proceeding is extended from September 
16, 1968, to September 23, 1968. 

5. This action is taken pursuant to 
authority found in sections 4(i), 5(d) (1), 
and 303 (r) of the Communications Act of 
1934, as amended, and § 0.281(d) (8) of 
the Commission’s rules. 

Adopted: September 12, 1968. 

Released: September 17, 1968. 

Federal Communications 
Commission, 

[seal] James O. Juntilla, 

Acting Chief , 
Broadcast Bureau . 

[Fit. Doc. 68-11464: Filed, Sept. 19. 1968; 

8:48 ajn.J 
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Notices 


department of the interior 

Bureau of Land Management 
OIL SHALE 


Pre-Lease Drilling Permits; Correction 


On September 14, 1968, a notice was 
published on page 13042 of the Federal 
Register announcing that special land 
use permits will be issued to allow pre¬ 
lease drillings to permit development of 
geologic information about oil shale re¬ 
sources in tracts of land to be offered for 
lease sale on or about December 20, 1968. 
A limited number of applications have 
been filed to date. It has been determined 
desirable to amend the notice to allow 
one permit per applicant per lease tract, 
and to allow as many permits as may be 
necessary to determine the character of 
the mineral deposit and to insure poten¬ 
tial bidders the opportunity to partici¬ 
pate in the drilling. Accordingly, the 
notice is amended to read as follows: 

Notice is hereby given that in order 
to permit development of geologic in¬ 
formation about the oil shale resources 
in tracts of land to be offered for lease 
sale on or about December 20, 1968, spe¬ 
cial land use permits wdll be issued to 
allow pre-lease drilling on said lands be¬ 
tween September 20, and November 15, 
1968. Prospective bidders may apply for 
a permit to drill by filing an application 
for a special land use permit in accord¬ 
ance with the applicable regulation (43 
CPR Part 2236) in the Bureau of Land 
Management office, Room 14023, Federal 
Building, 1961 Stout Street, Denver, 
Colo. 80202, between the opening of busi¬ 
ness on September 16, and the close of 
business on October 4, 1968. The required 
form may be obtained at that office. The 
number of permits issued will be limited 
to those necessary to determine the char¬ 
acter of the mineral deposit and to insure 
Potential bidders the opportunity to par¬ 
ticipate in the drilling. A permit will 
allow drilling of only one successful or 
completed hole. It will require coring of 
the total thickness of the oil shale 
information. 

Not more than one permit will be is¬ 
sued to any one applicant for any one 


A permit will provide for participate 
oy other interested parties, subject 
payment of their pro rata share of dril 
"Jd testing expenses. The light 
Participate must be exercised before ti 
A e u 0f busin ess on November 1, 196 
A holder of a permit may also partic 
Pate m other permits. 

close business on Oct 
l 968 * aU applications will be tin 
ana date stamped as recieved in the lai 
office. Awards will be made on the ba< 
Hml he ^ arliest filing as shown by tl 
ume and date stamp. However, all a] 


plications received prior to 10 a m., Sep¬ 
tember 16, 1968, will be considered as 
simultaneously filed as of 10 a.m., Sep¬ 
tember 16. If more applications bearing 
the same time and date stamp are re¬ 
ceived for a given tract than the number 
of permits available, award will be made 
on the basis of a drawing by the Land 
Office Manager. 

Drilling operations on permits will 
terminate at midnight on November 15, 
1968. Proper completion and abandon¬ 
ment of all field operations are required 
by November 29,1968. 

Each permittee shall furnish the Re¬ 
gional Mining Supervisor, Geological 
Survey, Denver, Colo., for Government 
use. a one-fourth split of the core as well 
as the other information required by 30 
CFR 231.8. 

The permit will contain special stipu¬ 
lations concerning field operations, re¬ 
source data, restoration of the land, etc. 

A performance bond of not less than 
$5,000 shall be filed with the Land Office 
Manager prior to issuance of the permit 
to insure compliance with all regulations 
and stipulations under this permit. 

Stewart L. Udall, 
Secretary of the Interior. 

September 18, 1968. 

[FR. Doc. 68-11545: Filed. Sept. 19, 1968; 

9:34 a.m.] 


National Park Service 

[Order 511 

CHIEF, OFFICE OF ARCHEOLOGY 
AND HISTORIC PRESERVATION 

Delegation of Authority 

Section 1. Delegation . The Chief, Of¬ 
fice of Archeology and Historic Preserva¬ 
tion, National Park Service, Washington, 
D.C., is hereby authorized to expand and 
maintain a national register of districts, 
sites, buildings, structures, and objects 
significant in American history, archi¬ 
tecture, archeology, and culture, known 
as the National Register, w T ith authority 
to make determinations as to the eligibil¬ 
ity of districts, sites, buildings, struc¬ 
tures, and objects for inclusion in such 
register. 

Sec. 2. Redelegation. The authority 
delegated by this order may not be re¬ 
delegated. 

(Act of Aug. 21, 1935, 49 Stat. 666; sec. 101 
(a) (1), Act of Oct. 15. 1966, 80 Stat. 915) 

Dated: September 14, 1968. 

George B. Hartzog, Jr., 
Director , National Park Service. 

[F.R. Doc. 68-11434; Filed, Sept. 19, 1968; 

8:45 a.m.] 


DEPARTMENT OF AGRICULTURE 


Office of the Secretary 
COLORADO AND MICHIGAN 


Designation of Areas for Emergency 
Loans 

For the purpose of making emergency 
loans pursuant to section 321 of the Con¬ 
solidated Fanners Home Administration 
Act of 1961 (7 U.S.C. 1961), it has been 
determined that in the hereinafter- 
named counties in the States of Colorado 
and Michigan, natural disasters have 
caused a need for agricultural credit not 
readily available from commercial banks, 
cooperative lending agencies, or other 
responsible sources. 

Colorado 

Bent. 

Michigan 

Gratiot. Livingston. 

Huron. Monroe. 

Isabella. Sanilac. 

Lenawee. Washtenaw. 

Pursuant to the authority set forth 
above, emergency loans will not be made 
in the above-named counties after 
June 30, 1969, except to applicants who 
previously received emergency or special 
livestock loan assistance and who can 
qualify under established policies and 
procedures. 

Done at Washington, D.C., this 16th 
day of September 1968. 

Orville L. Freeman, 

Secretary. 

[F.R. Doc. 68-11453; Filed, Sept. 19. 1968; 
8:47 a.m.] 


NORTH CAROLINA AND WISCONSIN 

Designation of Areas for Emergency 
Loans 

For the purpose of making emergency 
loans pursuant to section 321 of the Con¬ 
solidated Fanners Home Administration 
Act of 1961 (7 U.S.C. 1961), it has been 
determined that in the hereinafter- 
named counties in the States of North 
Carolina and Wisconsin, natural dis¬ 
asters have caused a need for agricultural 
credit not readily available from com¬ 
mercial banks, cooperative lending agen¬ 
cies, or other responsible sources. 

North Carolina 

Hoke. 

Wisconsin 

Chippewa. Clark. 

Pursuant to the authority set forth 
above, emergency loans will not be made 
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NOTICES 


in the above-named counties after 
June 30. 1969, except to applicants who 
previously received emergency or special 
livestock loan assistance and who can 
qualify under established policies and 
procedures. 


Done at Washington, D.C., this 16th 
day of September 1968. 

Orville L. Freeman, 
Secretary. 

[F.R. Doc. 68-11454; Filed. Sept. 19, 1968; 
8:47 a.m.J 


DEPARTMENT OF COMMERCE 

Maritime Administration 

MOORE-McCORMACK LINES, INC. 

Notice of Application for Approval of Certain Cruises 

Notice is hereby given that Moore-McCormack Lines, Inc., acting pursuant to 
section 613 of the Merchant Marine Act, 1936, as amended, has applied to the 
Maritime Administration for approval of the following cruises: 


Com- Tarmi- 

Ship roances nates Itinerary 

I960 I960 


Do_ 


. Jan. 5 Jan. 10 
Jan. U Jau. 16 


Do . 

Do. 

Febi 1 

Mar. 13 

Brasil. 

Mar. 20 

Argentina.. 

Mar. 23 

Brasil. 

Argentina_ 

Mar. 29 
Mar. 29 

Do. 

Apr. 5 

Brasil_ . 

Apr. 4 
Apr. 12 
Apr. 18 
Apr. 18 
Apr. 26 

Do _ 

Argentina.... 

Brasil _ 

Argentina.. 

Brasil.. __ 

Apr. 26 

May 2 

I)o_ 

Argentina 

May 9 

Brasil.. 

May 10 

Argentina.. . 

May 17 

Brasil_ 

May 10 

Argentina __ - 

May 24 

Brasil 

May 24 

Do__ 

May 29 

May 31 
June 7 

Argentina.. 

Do___ 

Brasil_ 

June 6 

Do.. 

Do.... 

Argentina__ 

June 13 
June 18 
Aug. 21 
Sept. 5 


Brasil. 777"7777771 

Sept. 13 
Sept. 16 

Do. 

Sept. 27 


Argentina.... 

Brasil. 

Argentina- 

Brasil. 

Argentina_ 

Brasil.. 

Do.. 


. Oct. 1 
. Oct. 10 
. Oct. 11 
. Oct. 18 

. Oct. 17 
OcL 31 
Nov. 8 


Feb. 3 
Mar. 22 
Mar. 28 
Mar. 28 
Apr. 3 
Apr. 4 
Apr. 17 

Apr. 11 
Apr. 17 
Apr. 25 
Apr. 25 
May 8 

May 1 
May 9 
May 16 
May 15 
May 23 
May 23 
May 30 
May 28 
Jane fi 
June 6 
June 9 
June 12 
June 17 
June 25 
Sept. 4 
Sept. 12 
Sept. 30 
Sept. 20 

Oct. 9 

Oct. 10 
Oct. 17 
Oct. 16 
Oct. 30 

Oct. 23 
Nov. 7 
Nov. 20 


Do„ 


_Nov. 21 Dec. 5 


Do_ 

Argentina_ 

Brasil_ 


Dec. 6 
Dec. 12 
Dec. 13 


Pec. 12 
Doc. 20 
Doc. 22 


Argentina- 

Brasil. 


im 

Dec. 21 Jan. 4 


Pec. 23 Jan. 6 


Fort Lauderdale, San Joan, St. Thomas. Fort Lauderdale. 

Fort Lauderdale, Nassau, San Juan, St. Thomas, Fort LaucUrdale. 
Fort Lauderdale, Cristobal, Kingston, Curacao, Barbados, St. 

Thomas, San Juan, Fort Lauderdale. 

Fort LaudtM'ditlc, Nassau, New York. 

New York, Baltimore, San Juan, St. Thomas, Baltimore. 

New York, Son Juan. St. Thomas, Now York. 

Baltimore, Fort Lauderdale. Freeport, Nassau, Fort Lauder dale. 
Now York, Bermuda, New York. 

Fort Lauderdale, Nassau. St. Tlwmas, Antigua, Fort Lauderdale. 
Fort Lauderdale, San Juau, Bonaire, Trinidad, Barbados, St, 
Vincent, Martinique, St. Croix, Fort Lauderdale. 

New York, San Juan, St. Thomas, New York. 

New York, Bermuda, New Y’ork. 

Fort Lauderdale, Nassau, St. Thomas, Antigua, Fort Lauderdale. 
New Y'ork, San Juan, St. Thomas. New Y'ork. 

Fort Lauderdale, San Juan, Bonaire, Trinidad, Barbados, St. 

Vincent, Martinique, St. Croix, Fart Lauderdale. 

New York, Bermuda, New York. 

New York, San Juan, St. Thomas, New Y’ork. 

Fort Lauderdale, Nassau, St. Thomas, Antigua, Fort Lauderdale. 
New Y’ork, Bermuda, New York. 

Fort Lauderdale, Nassau, St. Thornns. Antigua, Fort Lauderdale. 
New Y'ork, San Juan, St. Thomas. New York. 

FOrt Lauderdale, Nassau, St. Thomas, Antigua, Fort Lauderdale. 
New York, Bermuda, New Y’ork. 

New York, Baltimore, San Juan, St. Thomas, Baltimore. 

Fort Lauderdale, Nassau, St. Thomas, Antigua, Fort Lauderdale. 
Fort Lauderdale. Nassau. New York. 

Baltimore, Freeport, Nassau, Baltimore. 

Baltimore, Bermuda, Baltimore. 

Baltimore, San Juan, St. Thomas, Baltimore, New York. 

New York, (iaspe, Quebec, Montreal, Bermuda, Now Y’ork. 

New York, San Junn, St. Thomas, New Y’ork. 

New York, Bermuda, New York, Baltimore, Drydock. 

Baltimore, Fort Lauderdale, Nassau, St. Thomas, Antigua, Fort 
Lauderdale. 

Fort Lauderdale, San Juan, Bonaire, Trinidad, Barbados, St. 

Vincent, Martinique, St. Croix. Fort Lauderdale. 

Baltimore, New Y’ork., San Juan, St. Thomas, New Y'ork. 

Fort Lauderdale. Nassau, St. Thomas, Antigua, Fort Lauderdale. 
New York. Bermuda, New Y'ork. 

Fort Lauderdale, San Juan, Bonaire, Trinidad, Barbados, St. 

Vincent, Martinique. St. Croix. Fort Loudeniale. 

New York. Bermuda, New Y’ork. 

Fort Lauderdale, Nnssan, St. Thomas, Antigua, Fort Lauderdale. 
Fort Lauderdale. San Juan, Bonaire, Trinidad, Barbados, Si. 

Vincent, Martinique, St. Croix, Fort Lauderdale. 

Fort I^auderdale, Kingston, Aruba, Curacao, Bonaire, Trinidad, 
Barbados, Guadeloupe, St. Thomas, San Juan, Fort Lauderdale. 
Fort Lauderdale, Nassau, St. Thomas, Antigua, Fort Lauderdale. 
New Y’ork, San Juan, St. Thomas. New York. 

Fort Lauderdale, San Juan, St. Thomas, Martinique, Barbados, 
Fort Lauderdale. 

New Y’ork, Bonaire, Trinidad, Barbados, 8t. Vincent, Antigua, 
San Juan. St. Thomas, Nassau, New Y’ork. 

Fort Lauderdale, Kingston, Bonaire, Trinidad, Barbados, Marti¬ 
nique, Antigua, St. Thomas, San Juan, Nassau, Fort Lauderdale. 


Any person, firm, or corporation having 
any interest, within the meaning of sec¬ 
tion 613 of the Merchant Marine Act, 
1936, as amended, in the foregoing who 
desires to offer data, views, or arguments 
should submit the same in writing, in 
triplicate, to the Secretary, Maritime 
Subsidy Board, Washington, D.C. 20235, 
by close of business on Ootober 4, 1968. 

In the event an opportunity to present 
oral argument is also desired, specific 
reason for such request should be in¬ 


cluded. The Maritime Subsidy Board will 
consider these comments and views and 
take such action with respect thereto as 
in its discretion it deems warranted. 

By order of the Maritime Subsidy 
Board. 

James S. Dawson, Jr., 

Secretary. 

September 17, 1968. 

(F.R. Doc. 68-11473; Filed, Sept. 19, 1968; 
8:49 a.m.J 


WELLS FARGO BANK, NATIONAL 
ASSOCIATION 

Notice of Approval of Applicant as 
Trustee 

Notice is hereby given that the Wells 
Fargo Bank, National Association, orga¬ 
nized and existing under the laws of the 
United States, with offices at 464 Cali¬ 
fornia Street, San Francisco, Calif., 
has been approved as a trustee pursuant 
to Public Law 89-346 and 46 CFR 221 21— 
221.30. 

Dated: September 16,1968. 

M. I. Goodman, 

Chief , Office of Ship Operations. 

[F.R. Doc. 68-11474; Filed. Sept. 19, 1968: 
8:49 ajnJ 


ATOMIC ENERGY COMMISSION 

[Docket No. 50-193] 

RHODE ISLAND AND PROVIDENCE 
PLANTATIONS ATOMIC ENERGY 
COMMISSION 

Notice of Issuance of Facility License 
Amendment 

No request for hearing or petition to 
intervene having been filed following 
publication of the notice of proposed 
action in the Federal Register, the 
Atomic Energy Commission has issued 
Amendment No. 1 to Facility License No. 
R-95 to Rhode Island and Providence 
Plantations Atomic Energy Commission. 
The amendment authorizes operation 
of the Rhode Island Nuclear Science Cen¬ 
ter Reactor at power up to 2 megawatts 
(thermal). The amendment was issued 
as set forth in the Notice of Proposed 
Issuance of Facility License Amendment 
published in the Federal Register on 
July 10.1968, 33 F.R. 9911. 

Dated at Bethesda, Md.. this 10th day 
of September 1968. 

For the Atomic Energy Commission. 

Donald J. Skovholt. 
Assistant Director for Reactor 
Operations , Division of Re¬ 
actor Licensing . 

[F.R. Doc. 68-11428; Filed, Sept. 19. 1968; 
8:45 a.m.] 


[Docket No. 50-101J 

UNITED NUCLEAR CORP. 
Notice of Issuance of Facility License 
Amendment 

The Atomic Energy Commission has 
issued, effective as of the date of issuance. 
Amendment No. 6, set forth below, to 
Facility License No. R-49. The license, as 
previously issued, authorizes Unitea 
Nuclear Corp. to possess and operate the 
nuclear reactor designated as the Pawl¬ 
ing Lattice Test Rig and located at tne 
UNC Remote Experimental Station in 
Pawling, Dutchess County, N.Y. The 
amendment authorizes the licensee to re¬ 
ceive, possess, and use up to 7.0 kilograms 
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of plutonium in connection with opera¬ 
tion of the reactor with mixed plutonium 
dioxide- uranium dioxide fuel and (2) 
incorporates Change No. 1 to the Tech- 
' nical Specifications in the license. The 
amendment was requested by the licensee 
in an application dated June 12,1968. 

Within fifteen (15) days from the date 
of publication of this notice in the Fed¬ 
eral Register, the licensee may file a 
request for a hearing and any person 
whose interest may be affected by this 
proceeding may file a petition for leave 
to intervene. Request for a hearing and 
petitions to intervene shall be filed in ac¬ 
cordance with the Commission’s rules 
of practice, 10 CFR Part 2. If a request 
r for a hearing or a petition for leave to 
intervene is filed within the time pre¬ 
scribed in this notice, the Commission 
will issue a notice of hearing or an appro¬ 
priate order. 

For further details with respect to this 
amendment, see (1) the application for 
license amendment, (2) a related safety 
evaluation prepared by the Division of 
Reactor Licensing, and (3) Change No. 
1 to the Technical Specifications, all of 
which are available for public inspection 
at the Commission’s Public Document 
Room, 1717 H Street NW., Washington, 
DC. Copies of item (2) above may be 
obtained at the Commission’s Public 
Document Room, or upon request ad¬ 
dressed to the Atomic Energy Commis¬ 
sion, Washington, D.C. 20545, Attention: 
Director, Division of Reactor Licensing. 

Dated at Bethesda, Md., this 11th day 
of September 1968. 


For the Atomic Energy Commission. 

Donald J. Skovholt, 
Assistant Director for Realtor 
Operations, Division of Reac -- 
tor Licensing . 

Facility License Amendment 


(License R-49, Arndt. 6] 

The Atomic Energy Commission has found 

that: 

a. The application for Ucense amendment 
dated June 12, 1968, complies with the re¬ 
quirements of the Atomic Energy Act of 
1054, as amended, and the Commission's reg- 

CFR 0DS Set forth 111 Tltle 10 ’ Cha P t4?r T, 

°P era tton of the reactor in accordance 
with the license, as amended, will not be 
inimical to the common defense and security 
or to the health and safety of the public; 


Af C *^° r P u bhc notice of proposed issuance 
oi this amendment is not required sina 
amendment does not involve significan 
hazards considerations different from thos< 
previously evaluated. 

Accordingiy, Facility License No. R-49. a 
amended, is further amended as follows 
i. Revise paragraph 2.B. to read: 

OFn Pursuant to the A ct and Title 1C 
• ?^ pter *• p art 40. “Licensing of Source 
rini" ^ and Part 70 * “Special Nuclear Mate 
5 =i ' ^ receive ’ possess and use (1) up t< 
isnv^ il0grams of containing up U 

7 o vnn grams of u ranlum-235 and (2) up U 
DiinntM grams P luton ium in a mixture o 
n2 U ^? OXlde ‘ ur8nlum dioxide, in con 
nection with operation of the reactor. 

in a n3^ c hui ca l Specifications container 
I P dix A are modified by Attachmen 


A 1 hereto (designated as Change No. 1 to the 
Technical Specifications.) 

This amendment Is effective as of the date 
of Issuance. 

Date of issuance: September 11, 1968. 
For the Atomic Energy Commission. 

Donald J. Skovholt, 
Assistant Director for Reactor Op¬ 
erations, Division of Reactor Li¬ 
censing. 

[F.R. Doc. 68-11429; Filed, Sept. 19, 1968; 
8:45 a.m.J 


(Docket No. 56-313] 

ARKANSAS POWER & LIGHT CO. 

Notice of Hearing on Application 

for Provisional Construction Permit 

In the matter of Arkansas Power & 
Light Co. (Russellville Nuclear Unit); 
Docket No. 50-313. 

Pursuant to the Atomic Energy Act of 
1954, as amended (the Act) and the regu¬ 
lations in Title 10, Code of Federal Regu¬ 
lations, Part 50, “Licensing of Production 
and Utilization Facilities,’’ and Part 2, 
“Rules of Practice,” notice is hereby 
given that a hearing will be held at 
10 a.m., local time, on October 30, 1968, 
in the Young Student Center, Arkansas 
Polytechnic College, Russellville, Ark., 
to consider the application filed under 
§ 104b of the Act by Arkansas Power & 
Light Co. (the applicant), for a provi¬ 
sional construction permit for a pressur¬ 
ized water reactor designed to operate 
initially at 2,452 megawatts (thermal) 
located on a peninsula in Dardanelle 
Reservoir on the Arkansas River in Pope 
County about 6 miles west-northwest 
from Russellville, Ark., and about 2 miles 
southeast from London, Ark. 

The hearing will be conducted by the 
Atomic Safety and Licensing Board 
designated by the Atomic Energy Com¬ 
mission. consisting of Mr. R. B. Briggs, 
Oak Ridge, Tenn.; Dr. Lawrence R. 
Quarles. Charlottesville, Va.; Mr. A. A. 
Wells, Esq., Chairman, Washington, D.C. 
Dr. John P. Geyer, Baltimore, Md., has 
been designated as a technically qualified 
alternate, and Mr. J. D. Bond, Esq., 
Washington. D.C., has been designated 
as an alternate qualified in the conduct 
of administrative proceedings. 

A prehearing conference will be held 
by the Board at 10 a.m., local time, on 
October 15, 1968, in Room 115, Lafayette 
Building, 811 Vermont Street NW., 
Washington. D.C. 20420 to consider the 
matters provided for consideration by 
§ 2.752 of 10 CFR Part 2 and section II 
of Appendix A to 10 CFR Part 2. 

The Director of Regulation proposes 
to make affirmative findings on Item Nos. 
1-3 and a negative finding on Item 4 
specified below as the basis for the issu¬ 
ance of a provisional construction permit 
to the applicant substantially in the form 
proposed in Appendix A hereto. 

1. Whether in accordance with the 
provisions of 10 CFR 50.35(a): 


1 This item was not filed with the Office 
of the Federal Register but is available for 
inspection In the Public Document Room 
of the Atomic Energy Commission. 


(a) The applicant has described the 
proposed design of the facility including, 
but not limited to, the principal archi¬ 
tectural and engineering criteria for the 
design, and has identified the major 
features or components incorporate 1 
therein for the protection of the health 
and safety of the public; 

(b) Such further technical or design 
information as may be required to com¬ 
plete the safety analysis and which can 
reasonably be left for later consideration, 
will be supplied in the final safety analy¬ 
sis report: 

(c) Safety features or components, if 
any. which require research and develop¬ 
ment have been described by the appli¬ 
cant and the applicant has identified, 
and there will be conducted, a research 
and development program reasonably 
designed to resolve any safety questions 
associated with such features or com¬ 
ponents: and 

(d) On the basis of the foregoing, 
there is reasonable assurance that (i) 
such safety questions will be satisfacto¬ 
rily resolved at or before the latest dates 
stated in the application for completion 
of construction of the proposed facility, 
and (il) taking into consideration the 
site criteria contained in 10 CFR Part 
100, the proposed facility can be con¬ 
structed and operated at the proposed 
location without undue risk to the health 
and safety of the public; 

2. Whether the applicant is technically 
qualified to design and construct the 
proposed facility; 

3. Whether the applicant is financially 
qualified to design and construct the pro¬ 
posed facility; and 

4. Whether the issuance of a permit 
for the construction of the facility will be 
inimical to the common defense and 
security or to the health and safety of 
the public. 

In the event that this proceeding is 
not a contested proceeding, as defined by 
§ 2.4 of the Commission’s rules of prac¬ 
tice, 10 CFR Part 2, the Board will, with¬ 
out conducting a de novo evaluation of 
the application, consider the issues of 
whether the application and the record 
of the proceeding contain sufficient in¬ 
formation, and the review by the Com¬ 
mission’s regulatory staff has been ade¬ 
quate, to support the findings proposed 
to be made and the provisional construc¬ 
tion permit proposed to be issued by the 
Director of Regulation. 

In the event that this proceeding be¬ 
comes a contested proceeding, the Board 
will consider and initially decide, as the 
issues in this proceeding, Item Nos. 1 
through 4 above as the basis for deter¬ 
mining whether a provisional construc¬ 
tion permit should be issued to the 
applicant. 

As they become available, the applica¬ 
tion. the applicant’s summary of the 
application, the report of the Commis¬ 
sion’s Advisory Committee on Reactor 
Safeguards (ACRS) and the Safety 
Evaluation by the Commission’s regula¬ 
tory staff will be placed in the Commis¬ 
sion’s Public Document Room, 1717 H 
Street NW., Washington. D.C., where 
they will be available for inspection by 
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members of the public. Copies of this 
notice* of hearing, the ACRS report, the 
applicant’s summary of the application 
and the regulatory staff’s Safety Evalua¬ 
tion will also be available at the office of 
Everett Ewell, Public Service Director, 
Arkansas Polytechnic College, Russell¬ 
ville, Ark., for inspection by members 
of the public each weekday between the 
hours of 9:30 a.m. and 4:30 p.m. Copies 
of the ACRS report and the regulatory 
staff’s Safety Evaluation may be obtained 
by request to the Director of the Division 
of Reactor Licensing, U.S. Atomic Energy 
Commission, Washington, D.C. 20545. 

Any person who wishes to make an 
oral or written statement in this proceed¬ 
ing setting forth his position on the is¬ 
sues specified, but who does not wish to 
file a petition for leave to intervene, may 
request permission to make a limited ap¬ 
pearance pursuant to the provisions of 
§ 2.715 of the Commission’s rules of prac¬ 
tice. Limited appearances will be per¬ 
mitted at the time of the hearing in the 
discretion of the Board, within such lim¬ 
its and on such conditions as may be 
fixed by the Board. Persons desiring to 
make a limited appearance are requested 
to inform the Secretary, United States 
Atomic Energy Commission, Washington, 
D.C. 20545, by October 10,1968. 

Any person whose interest may be af¬ 
fected by the proceeding who does not 
wish to make a limited appearance and 
who wishes to participate as a party in 
the proceeding must file a petition for 
leave to intervene. 

Petitions for leave to intervene, pur¬ 
suant to the provisions of § 2.714 of the 
Commission’s rules of practice, must be 
received in the Office of the Secretary, 
U.S. Atomic Energy Commission, Wash¬ 
ington, D.C. 20545, Attention: Chief, 
Public Proceedings Branch, or the Com¬ 
mission’s Public Document Room, 1717 
H Street NW., Washington, D.C., not 
later than October 10, 1968, or in the 
event of a postponement of the prehear¬ 
ing conference, at such time as the Board 
may specify. The petition shall set forth 
the interest of the petitioner in the pro¬ 
ceeding, how that interest may be af¬ 
fected by Commission action, and the 
contentions of the petitioner in reason¬ 
ably specific detail. A petition which sets 
forth contentions relating only to mat¬ 
ters outside the Commission’s jurisdic¬ 
tion will be denied. A petition for leave to 
intervene which is not timely filed will 
be denied unless the petitioner shows 
good cause for failure to file it on time. 

A person permitted to intervene be¬ 
comes a party to the proceeding, and has 
all the rights of the applicant and the 
regulatory staff to participate fully in 
the conduct of the hearing. For example, 
he may examine and cross-examine wit¬ 
nesses. A person permitted to make a 
limited appearance does not become a 
party, but may state his position and 
raise questions which he would like to 
have answered to the extent that the 
questions are within the scope of the 
hearing as specified in the issues set 
out above. A member of the public does 
not have the right to participate unless 
he has been granted the right to inter¬ 


vene as a party or the right of limited 
appearance. 

An answer to this notice, pursuant to 
the provisions of § 2.705 of the Commis¬ 
sion’s rules of practice, must be filed by 
the applicant on or before October 10, 
1968. 

Papers required to be filed in this pro¬ 
ceeding may be filed by mail or telegram 
addressed to the Secretary, U.S. Atomic 
Energy Commission, Washington, D.C. 
20545, Attention: Chief, Public Proceed¬ 
ings Branch, or may be filed by delivery 
to the Commission’s Public Document 
Room, 1717 H Street NW., Washington. 
D.C. 

Pending further order of the Board, 
parties are required to file, pursuant to 
the provisions of § 2.708 of the Commis¬ 
sion’s rules of practice, an original and 
20 conformed copies of each such paper 
with the Commission. 

Dated at Washington, D.C., this 17th 
day of September 1968. 

United States Atomic 
Energy Commission, 
W. B. McCool, 

Secretary . 

Appendix “A’* 

PROVISIONAL CONSTRUCTION PERMIT 

I Construction Permit No_] 

1. Pursuant to section 104b. of the Atomic 
Energy Act of 1954, as amended (the Act), 
and Title 10. Chapter I, Code of Federal Reg¬ 
ulations, Part 50, "Licensing of Production 
and Utilization Facilities,'’ and pursuant to 
the order of the Atomic Safety and Licensing 
Board, the Atomic Energy Commission (the 
Commission) hereby issues a provisional con¬ 
struction permit to Arkansas Power & Light 
Co. (the applicant) for a utilization facility 
(the facility), designed to operate at 2,452 
megawatts (thermal) described in the appli¬ 
cation and amendments thereto (the appli¬ 
cation) filed in this matter by the applicant 
and as more fully described in the evidence 
received at the public hearing upon that ap¬ 
plication. The facility, known as Russellville 
Nuclear Unit, will be located at the appli¬ 
cant’s Pope County, Ark., site on a peninsula 
in Dardanelle Reservoir on the Arkansas 
River about 6 miles west-northwest from 
Russellville, Ark., and about 2 miles southeast 
from London, Ark. 

2. This permit shall be deemed to contain 
and be subject to the conditions specified in 
§§ 50.54 and 50.55 of said regulations; is sub¬ 
ject to all applicable provisions of the Act, 
and rules, regulations, and orders of the Com¬ 
mission now or hereafter in effect; and is 
subject to the conditions specified or in¬ 
corporated below: 

A. The earliest date for the completion 
of the facility is February 1, 1972, and the 
latest date for completion of the facility is 
July 1,1972. 

B. The facility shall be constructed and 
located at the site as described in the appli¬ 
cation on a peninsula in Dardanelle Reservoir 
on the Arkansas River in Pope County, Ark. 

C. This construction permit authorizes the 
applicant to construct the facility described 
in the application and the hearing record in 
accordance with the principal architectural 
and engineering criteria set forth therein. 

3. This permit is provisional to the extent 
that a license authorizing operation of the 
facility will not be Issued by the Commission 
unless (a) the applicant submits to the Com¬ 
mission, by amendment to the application, 
the complete final safety analysis report, por¬ 
tions of which may be submitted and eval¬ 
uated from time to time; (b) the Commission 


finds that the final design provides reasonable 
assurance that the health and safety of the 
public will not be endangered by the opera¬ 
tion of the facility in accordance with pn> 
ccdures approved by it in connection with 
the issuance of said license: and (c) the ap¬ 
plicant submits proof of financial protection 
and the execution of an indemnity agreement 
as required by section 170 of the Act. 

For the Atomic Energy Commission. 

(FJt. Doc. 68-11512; Filed. Sept. 19. 1968; 

8:49 am.] 


CIVIL AERONAUTICS BOARD 

[Docket No. 19525] 

ADDITIONAL SERVICE TO SAN AN¬ 
TONIO AND AUSTIN INVESTIGA¬ 
TION 

Notice of Prehearing Conference 

Notice is hereby given that a prehear¬ 
ing conference in the above-entitled mat¬ 
ter is assigned to be held on October 11, 
1968, at 10 ajn., e.d.t., in Room 911, Uni¬ 
versal Building, 1825 Connecticut Avenue 
NW., Washington, D.C., before Examiner 
Joseph L. Fitzmaurice. 

In order to facilitate the conduct of the 
conference interested parties are in¬ 
structed to submit to the examiner and 
other parties on or before October 2, 
1968, (1) proposed statements of issues; 
(2) proposed stipulations; (3) requests 
for information; (4) statements of posi¬ 
tions of parties; and (5) proposed pro¬ 
cedural dates. 

Dated at Washington, D.C., Septem¬ 
ber 17,1968. 

[seal] Thomas L. Wrenn, 

Chief Examiner . 

[Pit Doc. 68-11462; Filed, Sept. 19, 1968; 

8:48 ajn.J 


[Docket No. 17828; Order 68-9-70] 

INTERNATIONAL AIR TRANSPORT 
ASSOCIATION 

Order Regarding Delayed Inaugural 
Flights 

Issued under delegated authority 
September 16, 1968. 

An agreement has been filed with the 
Board, pursuant to section 412(a) of 
the Federal Aviation Act of 1958 (the 
Act) and Part 261 of the Board s eco¬ 
nomic regulations, between various air 
carriers, foreign air carriers, and other 
carriers, embodied in the resolutions of 
Joint Conference 1-2 of the International 
Air Transport Association (IATA), and 
adopted by mail vote. The agreement has 
been assigned the above-designated CAB 
agreement number. 

The agreement permits Pan American 
World Airways to postpone to a date not 
later than December 31, 1968, the per¬ 
formance of its inaugural flight in con¬ 
nection with the introduction of a new 
type aircraft (B-707) on its New York- 
Oslo-Helsinki route. 

Pursuant to authority duly delegated 
by the Board in the Board’s regulations, 
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14 CFR 385.14, it is not found that Reso¬ 
lution JT12(Mail 553) 200h, which is in¬ 
corporated in the above-designated 
agreement, is adverse to the public inter¬ 
est or in violation of the Act. 

Accordingly, it is ordered, That: 

Agreement CAB 20502 is approved. 

Persons entitled to petition the Board 
for review of this order pursuant to the 
Board’s regulations, 14 CFR 385.50, may 
file such petitions within 10 days after 
the date of service of this order. 

This order shall be effective and be¬ 
come the action of the Civil Aeronautics 
Board upon expiration of the above pe¬ 
riod unless within such period a petition 
for review thereof is filed, or the Board 
gives notice that it will review this order 
on its own motion. 

This order will be published in the 
Federal Register. 

[seal! Harold R. Sanderson, 

Secretary. 

JF.R. Doc. 68-11460; Filed, Sept. 19, 1968; 

8:48 a.m.) 

| Docket No. 16857) 

MOTOR CARRIER-AIR FREIGHT 
FORWARDER INVESTIGATION 

Notice of Oral Argument 

At the direction of the Board, notice is 
hereby given that oral argument in the 
above-entitled matter is assigned to be 
heard before the Board on October 16, 
1968, at 10 a.m., e.d.s.t., in Room 1027, 
Universal Building, 1825 Connecticut 
Avenue NW., Washington, D.C. 

The parties are requested to direct their 
argument to the issues specified in Order 
E-26770 and those raised by the requests 
of various motor carriers and motor car¬ 
rier affiliates to intervene or to consoli¬ 
date applications into this proceeding. 
The applicants will be allotted 1 hour for 
their argument; the Air Freight For¬ 
warders Association will be allotted 45 
minutes; and the direct air carriers fil¬ 
ing briefs will be allotted 15 minutes. In 
addition, ILM Freight International, 
Inc., Roadway Express, Inc., Western 
Gillette, Inc., and Wilson Air Freight 
Forwarding Systems, Inc., will be allotted 
10 minutes jointly; and Yellow Transit 
Freight Lines, Inc., and Gateway Trans¬ 
portation Co., Inc., will be allotted 10 
minutes jointly. 

Parties are requested to advise the 
Chief Examiner on or before October 4, 
1968, of the name of the person or per¬ 
sons who will present the argument. 

Dated at Washington, D.C., Septem¬ 
ber 17, 1968. 

[seal] Thomas L. Wrenn, 

Chiej Examiner. 

(F.R. Doc. 68-11461; Filed. Sept. 19, 1968; 

8:48 ajn.] 


SHULMAN, INC. 

N A°‘'£ e ? f A PP>'««tfon for Tariff-Filing 
Authority; Pickup and Delivery Zone 

September 16, 1968. 
p*$ J,? rtance with 222 <14 CFR 
ai t -22) of the Board’s economic regu¬ 


lations (effective June 12, 1964), notice 
is hereby given that the Civil Aeronau¬ 
tics Board has received an application. 
Docket 20241, from Shulman, Inc., 
Cherry Hill, N.J., for authority to pro¬ 
vide true pickup and delivery service of 
air freight shipments between Philadel¬ 
phia International Airport and Atlantic 
City. N.J. 

Under the provisions of § 222.3(c) of 
Part 222, interested persons may file an 
answer in opposition to or in support of 
this application within fifteen (15) days 
after publication of this notice in the 
Federal Register. An executed original 
and nineteen copies of such answer shall 
be addressed to the Docket Section, Civil 
Aeronautics Board, Washington, D.C. 
20428. It shall set forth in detail the rea¬ 
sons for the position taken and include 
such economic data and facts as are 
relied upon, and shall be served upon the 
applicant and state the date of such 
service. 

[seal] Harold R. Sanderson, 

Secretary. 

|FR. Doc. 68-11463; Filed, Sept. 19, 1968; 

8:48 a.m.) 

FEDERAL COMMUNICATIONS 
COMMISSION 

[Docket Nos. 16258, 15011; FCC 68-930J 

AMERICAN TELEPHONE AND 
TELEGRAPH CO. 

Memorandum Opinion and Order 
Modifying Procedures 

In the matter of American Telephone 
and Telegraph Co. and the Associated 
Bell System Companies, charges for in¬ 
terstate and foreign communications 
service. Docket No. 16258; In the matter 
of American Telephone and Telegraph 
Co., charges, practices, classifications, 
and regulations for and in connection 
with Teletypewriter Exchange Service, 
Docket No. 15011. 

1. The Commission has under consid¬ 
eration a letter dated September 4, 1968, 
from Counsel for the Bell System Re¬ 
spondents requesting that the Commis¬ 
sion’s Common Carrier Bureau submit 
for the record in this proceeding, testi¬ 
mony stating the Bureau's position with 
respect to the matters under considera¬ 
tion in Phase IB. Counsel for the Bell 
System indicates that copies of this let¬ 
ter have been sent to all parties partici¬ 
pating in Phase IB. 

2. In support of the aforementioned 
request reference is made to the com¬ 
plexity of the economic issues in Phase 
IB. It is also alleged that the formula¬ 
tion of rate levels for the several cate¬ 
gories of interstate sendee involves: 
Consideration of sophisticated economic 
analysis: thorough appraisal of rate¬ 
making and costing standards; a review 
of the Interrelationship and effect of the 
various economic criteria; and a careful 
evaluation of many other factors rela¬ 
tive to the national communications pol¬ 
icy. It is further alleged that before 


reaching any decision on the ratemaking 
principles and factors it considers appro¬ 
priate, the Commission should have the 
benefit of a complete exploration of the 
various alternatives. It is then argued 
that to achieve the foregoing ends it is 
important that the specific alternatives 
recommended by all participants, in¬ 
cluding the staff, be presented on the 
evidentiary record- and be fully exam¬ 
ined through cross-examination and 
rebuttal. 

3. The question of the role of our Com¬ 
mon Carrier Bureau in this proceeding 
has been the subject of numerous peti¬ 
tions and pleadings by the parties and 
extensive consideration by the Commis¬ 
sion. It is not now necessary to review the 
history of the proceedings in this re¬ 
spect in any detail. It is sufficient to note 
that the Commission has clearly de¬ 
lineated the role of the Bureau as non¬ 
adversary, concerned rather with its 
principal responsibility which is the de¬ 
velopment of a full and complete record 
and with providing the Commission with 
expert assistance (2 FCC 2d 142, 146, 
147, 1965). The Commission has also 
characterized the function of the Bu¬ 
reau as being neither that of a prosecu¬ 
tor nor an advocate of any particular 
position or conclusion during the prelimi¬ 
nary or hearing stages of the proceeding 
(FCC 66-204, 1966). It appears to us that 
the Interests of all concerned can best 
be satisfied by the issuance of a recom¬ 
mended decision by the Chief of the 
Common Carrier Bureau which would be 
subject to exceptions and oral argument 
before the Issuance of a decision by the 
Commission. This would be in accord 
with the procedures we have heretofore 
followed in many other ratemaking pro¬ 
ceedings which are inherently rule mak¬ 
ing rather than adjudicative in nature 
(2 FCC 2d 142, 146, 1965). We will, 
therefore, provide for such procedure 
herein. 

4. We wish to make it clear that in 
establishing this procedure we do not in¬ 
tend to preclude the Common Carrier 
Bureau from offering such expert testi¬ 
mony as it deems appropriate either 
through outside consultants or through 
individual staff members professionally 
qualified to provide expert testimony on 
the issues herein. It should be clearly 
understood, however, that any such wit¬ 
nesses which the Bureau may provide will 
be expressing their personal and profes¬ 
sional views which have been arrived at 
by them individually without consulta¬ 
tion with or direction from the Bureau. 
We expect the Chief of the Common 
Carrier Bureau to review and evaluate 
such views in the same manner as the 
views of all other witnesses who testify 
or present evidence in this phase of the 
proceedihg and to reach his independent 
conclusions in the recommended deci¬ 
sion on the basis of all of the evidence 
of record. The presentation of any views 
by such expert witnesses called by the 
Bureau is not to be deemed participation 
by the Bureau as a party or advocate of 
any particular view or conclusion. 

5. In view of the foregoing: It is or¬ 
dered, That the procedures with respect 
to Phase IB heretofore specified by the 
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Commission (see order of Dec. 7, 1966, 
5 FCC 2d 844) are modified as follows: 

( a) After the close of the record herein 
and the submission of proposed findings 
and briefs, as well as the responses there¬ 
to, at such time and in such manner as 
may be specified by the Piesiding Officer, 
the Chief of the Common Carrier Bu¬ 
reau shall issue a recommended decision 
as promptly as he reasonably can after 
reviewing all of the evidence of record. 

<b) Within 30 days after the issuance 
of the recommended decision, parties to 
the proceeding may file such exceptions 
or statements in support thereto as they 
deem appropriate. 

(c) The Commission will by subse¬ 
quent order specify the time and place 
for the hearing of oral argument with 
respect to this matter and then will issue 
its decision herein. 

(d) Except as hereinabove specified 
the procedures heretofore provided with 
respect to the Bureau’s participation in 
the decision making process remain 
unchanged. 

Adopted: September 12, 1968. 
Released: September 12, 1968. 

Federal Communications 
Commission, 1 
[seal] Ben F. Waple, 

Secretary. 

[PR. Doc. 68-11465; Filed, Sept. 19, 1968; 
8:48 am.] 


1 Commissioner Johnson dissenting. 

I Docket No. 18317; FCC 68-914] 

VISION CABLE COMPANY OF 
RHODE ISLAND, INC. 

Memorandum Opinion and Order 
Designating Requests for Hearing 
on Stated Issues 

In the matter of Vision Cable Com¬ 
pany of Rhode Island, Inc., Providence, 
Cranston, Warwick, West Warwick, 
Pawtucket, Central Falls, East Prov¬ 
idence, North Providence, Woonsocket, 
Cumberland, Middletown, Newport, 
Johnston, Bristol, and Warren, R.I.; Re¬ 
quests for special relief filed pursuant to 
§ 74.1109 of the Commission’s rules; 
Docket No. 18317, SR-6723, SR-6723-R. 

1. On December 21, 1967, the Commis¬ 
sion issued a memorandum opinion and 
order holding in abeyance further action 
on the proposals of Vision Cable of Rhode 
Island, Inc., to operate its CATV systems 
in and around Providence. R.I., Vision 
Cable Company of Rhode Island, Inc. 
(FCC 67-1320), 10 FCC 2d 954.‘ The basis 
for the Commission’s action, in brief, was 
to permit Channel 16 of Rhode Island, 
Inc., permittee of Station WNET, Prov¬ 
idence, R.I., to fulfill its previous com¬ 
mitment to the Commission to have an 
operative station on the air within 6 
months of grant of its then pending ap¬ 
plication. The application was granted 
January 26, 1968 and construction was 
to be completed by July 26, 1968. 

1 Details of the proposed operation and 
pleadings filed In response thereto will be 
found in the cited opinion. 


2. Subsequently. Vision Cable filed a 
petition to review our order in the UJS. 
Court of Appeals for the First Circuit 
(Vision Cable Company of Rhode Island, 
Inc. v. F.C.C., et al„ Case No. 7078). 
Stations WPRI-TV and WNET were per¬ 
mitted intervention. On May 24, 1968, 
however, Channel 16 filed with the court 
a motion for leave to withdraw as inter- 
venor on the ground that it has not com¬ 
pleted, nor does it intend to complete, 
construction within the time allotted and 
that because of the CATV uncertainties it 
could not formulate further specific 
plans. 

3. In footnote 69 of the Second Report 
and Order, the Commission recognized 
that special relief might be appropriate 
in the case where there is Grade B over¬ 
lap between two major markets. Thus 
in Midwest Television, Inc., 13 F.C.C. 2d 
478 (1968), which involved the San Diego 
market, the 54th television market in the 
United States, we ordered a hearing to 
determine, inter alia, the effect of CATV 
penetration on the audience of potential 
San Diego UHF stations. 2 The concern 
underlying our actions in Midwest is 
equally applicable to the Providence mar¬ 
ket (14th) which is larger than the San 
Diego market (50th) and therefore may 
present a better potential for the develop¬ 
ment of UHF stations. We are concerned 
here with the potential impact of carri¬ 
age—in the Providence market—of the 
Boston and Worcester signals upon the 
activation of UHF Channel 16. As indi¬ 
cated, the principal basis for our previous 
action was the expectation that Chan¬ 
nel 16 would soon be on the air. It ap¬ 
pears now that Channel 16 will not meet 
its commitment. 3 But this fact alone does 
not end our concern as to this proposal. 
We have focused again on the crucial 
public interest issue in light of the policies 
set forth in the Second Report and our 
experience, particularly the recent Mid¬ 
west decision, supra. Our rules and policy 
as set out in the Second Report and Order 
are based not only on the need for protec¬ 
tion from CATV competition of existing 


*Our jurisdiction to regulate CATV and 
order Interim relief maintaining the status 
quo pending completion of the hearing was 
upheld by the Supreme Court in United 

States v. Southwestern Cable Co., _ 

UJS-- 88 S. Ct. 1994 (1968). 

* Channel 16 has filed an application 
(BMPCT-6836) requesting additional time 
in which to construct television broadcast 
Station WNET. Channel 16, Providence, R.I. 
On July 31, 1968, the Commission sent a 
letter to Channel 16 advising the applicant 
that it was unable to find that applicant 
had been diligent in proceeding with the 
construction of the authorized facility and 
that a grant of the application would not 
be warranted. The applicant was advised 
that unless it informed the Commission 
within 30 days from the date of the letter 
that it desired to prosecute its applica¬ 
tion further (either by way of request for 
oral argument or for full evidentiary hear¬ 
ing) the application would be dismissed, 
the construction permit would be canceled 
and the call letters deleted. The applicant, 
in a letter dated Sept. 3, 1968, to the Com¬ 
mission. requested an evidentiary hearing 
on its application for an extension of time. 
This matter is presently pending before the 
Commission. 


UHF independent stations; they are 
founded as well on the public interest in 
preserving realistic potential for new 
UHF independent stations. Midwest Tele¬ 
vision, Inc., 13 F.C.C. 2d at 494-495. That 
potential Is present here since Channel 16 
will remain assigned to Providence for fu¬ 
ture use even if the present permittee ul¬ 
timately chooses to forfeit its permit. In 
the light of our present policies, and par¬ 
ticularly our recent decision in Midwest, 
supra, adopted June 26, 1968, we believe 
that a hearing is called for to determine 
whether the Vision Cable proposal would 
have a significantly dampening effect on 
future interest in UHF Channel 16. This 
issue w'ill therefore be the subject of 
hearing. 4 

Accordingly, in view of the above, and 
pursuant to § 74.1109 of the Commission’s 
rules: It is ordered, That this proceed¬ 
ing is hereby designated for hearing, at a 
time and place to be specified in a fur¬ 
ther order, upon the following issues: 

1. To determine the present and pro¬ 
posed penetration and extent of CATV 
service, including television signals car¬ 
ried, in the market area. 

2. To determine the effects of current 
and proposed CATV service in the Provi¬ 
dence area upon existing, proposed and 
potential television broadcast stations 
in the market. 

3. To determine the present policy and 
proposed future plans of Vision Cable 
Company of Rhode Island, Inc., with re¬ 
spect to the initiation of pay -TV opera¬ 
tions based upon or in connection with 
its CATV operations. 

4. To determine whether expansion of 
Vision Cable Company of Rhode Island 
Inc.’s CATV system should be limited 
and, if so, the appropriate conditions 
thereof. 

Vision Cable Company of Rhode Island, 
Inc., Providence TV, Inc., licensee of 
WPRI-TV. Channel 16, Inc., permittee 
of Channel 16, both Providence, Capital 
Communications Corp., licensee of 
WJZB-TV, Worcester, Mass., RKO 
General, Inc., licensee of Station WNAC- 
TV, Boston, Mass., and New Boston Tele¬ 
vision, Inc., licensee of WSBK-TV, Bos¬ 
ton, are made parties to the proceeding 
and to participate must comply with the 
applicable provisions of § 2.221 of the 
Commission’s rules. 

It is further ordered, That petitioner. 
Providence TV, Inc., has the burden of 
proceeding and the burden of proof with 
respect to Issues 1, 2, and 3, except that 
with respect to Issue 3 Vision Cable has 
the burden of proceeding. Issue 4 is 
conclusory. 

It is further ordered, That the peti¬ 
tion of WPRI-TV is granted to the ex¬ 
tent indicated above and otherwise is 
denied. 

It is further ordered, That the com¬ 
ments of WGAL Television, Inc., are 
granted to the extent indicated above 
and otherwise are denied. 


4 We had expected to act earlier upon this 
matter, In view of the pendency of an appeal 
in the Court of Appeals for the First Cir¬ 
cuit; however, certain related and significant 
common carrier matters pertinent to this case 
resulted in an unavoidable delay. 
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It is further ordered. That the petition 
for reconsideration filed by RKO Gen¬ 
eral, Inc., licensee of Station WNAC-TV, 
Boston, Mass., is denied. 

Adopted: September 5,1968. 

Released: September 17,1968. 

Federal Communications 
Commission, 5 
(seal! Ben F. Waple, 

Secretary. 

IFH. Doc. 68-11460: Filed. Sept. 19, 1968; 
8:48 a.m.) 


FEDERAL MARITIME COMMISSION 

ATLANTIC AND GULF/PANAMA 

CANAL ZONE, COLON AND PAN¬ 
AMA CITY CONFERENCE 

Notice of Agreement Filed for 
Approval 

Notice is hereby given that the fol¬ 
lowing agreement has been filed with 
the Commission for approval pursuant 
to section 15 of the Shipping Act, 1916, 
as amended (39 Stat. 733. 75 Stat. 763, 
46 U.S.C. 814). 

Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1321 H Street NW„ 
Room 609; or may inspect agreements 
at the offices of the District Managers, 
New York, N.Y., New Orleans, La., and 
San Francisco, Calif. Comments with 
reference to an agreement including a 
request for hearing, if desired, may be 
submitted to the Secretary, Federal 
Maritime Commission, Washington, D.C. 
20573, within 20 day3 after publication 
of this notice in the Federal Register. 
A copy of any such statement should 
also be forwarded to the party filing the 


8 Commissioner Bartley dissenting. 


agreement (as indicated hereinafter) 
and the comments should indicate that 
this has been done. 

Notice of modification of conference 
agreement filed for approval by; 

Mr. H. T. Schoonebeek, Vice Chairman. At¬ 
lantic and Gulf/Panama Canal Zone. 
Colon and Panama City Conference, 11 
Broadway, New York, N.Y. 10004. 

Agreement No. 3868-22 between the 
member lines of the Atlantic and Gulf/ 
Panama Canal Zone, Colon and Panama 
City Conference, modifies the basic 
agreement by amending the first sen¬ 
tence of Article 10 which presently pro¬ 
vides for bank deposits by each of the 
member lines as a guarantee of prompt 
payment of any liquidated damages 
which may accrue against it, or of any 
award or judgment which may be ren¬ 
dered against it, of (1) $10,000 in cash, 
or (2) in securities acceptable to the 
chairman, to provide for deposits of (1' 
$10,000 in cash, or (2) its equivalent in 
U.S. Government securities, or (3) an 
irrevocable letter of credit drawn on a 
New York bank (each of the last two to 
be in such form as the Chairman shall 
deem acceptable). 

Dated: September 17,1968. 

By order of the Federal Maritime 
Commission. 

Thomas Lisi, 
Secretary. 

|F.R. Doc. 68-11459; Filed, Sept. 19. 1968; 

8:48 a.m.] 


U.S. ATLANTIC AND GULF OF 
MEXICO-RED SEA AND GULF OF 
ADEN RATE AGREEMENT 

Notice of Agreement Filed for 
Approval 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 


Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
U.S.C. 814). 

Interested parties may inspect and ob¬ 
tain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreements at 
the offices of the District Managers, New 
York. N.Y., New Orleans, La., and San 
Francisco, Calif. Comments with ref¬ 
erence to an agreement including a re¬ 
quest for hearing, if desired, may be sub¬ 
mitted to the Secretary, Federal Mari¬ 
time Commission, Washington, DC. 
20573, within 20 days after publication 
of this notice in the Federal Register. 
A copy of any such statement should also 
be forwarded to the party filing the 
agreement (as indicated hereinafter) 
and the comments should indicate that 
this has been done. 

Notice of agreement filed for approval 
by: 

Mr. William L. Hamm, Secretary, U.S. At¬ 
lantic and Gulf-Red Sea and Gulf of Aden 

Rate Agreement, 25 Broadway, New York, 

N.Y.10004. 

Agreement No. 8630-3 between the 
member lines of the UJ5. Atlantic and 
Gulf of Mexico-Red Sea and Gulf of 
Aden Rate Agreement modifies the basic 
agreement by amending Article 1 to add 
the ports of Aden, Jeddah, and Suez to 
the present destination ports enumerated 
therein. 

Dated: September 17,1968. 

By order of the Federal Maritime 
Commission. 

Thomas Lisi, 
Secretary. 

(F.R. Doc. 68-11458; Filed, Sept. 19; 1968; 

8:47 a.m.] 


FEDERAL POWER COMMISSION 


[Docket No. RI69-104, etc.] 

SKELLY OIL CO. ET AL. 

Order Accepting Contract Agreements, Providing for Hearings on and Suspension of Proposed Changes in Rates 

September 13, 1968. 

The above-named Respondents have tendered for filing proposed changes in presently effective rate schedules for sales of 
natural gas subject to the jurisdiction of the Commission. The proposed changes, which constitute increased rates and 
charges, are designated as follows: 

1 Does not consolidate for hearing or dispose of the several matters herein. 


Docket Respondent 


Rate Sup- 

sched- pie- Purchaser and producing area 
nlo ment 
No. No. 


Amount Date Effective Date 
of filing date suspended 
annual tendered unless until— 
increase suspended 


Cents per Mcf Rate in 

-—- effect 

Proposed subject 
Rate In increased to refund 
effect rate in docket 

Nos. 


fclfiSMOi-Skelly Oil Co.. Post 106 

Office Box 1650, 

Tulsa, Okie. 74102. 

-do.- 133 

-do.- 139 

R169-105.— Skelly Of! Co. (Oper- 221 
ator) et aL 

See footnotes at end of table. 


7 Northern Natural Gas Co. (Ed¬ 
wards County, Fans.). 

7 Northern Natural Gas Co. (Finney 
County, Kans.). 

•5 Cities Service Uas Coi. (Texas 
County, OklaJ (Panhandle Area). 

6 

5 Lone 8tar Gas Co. (Marlow Plant, 
Stephens County, Okla.) (Okla* 
homa “Other" Area). 


$3,195 8-26-6S *9-26-68 2-20-G8 


530 8-26-68 * 9-26-68 2-26-69 

_ 8-26-68 * 10- 1-68 (Accepted) 

24,654 8-26-68 *10- 1-68 3- 1-69 

13,531 8-26-68 * 9-26-68 2-20-G9 


*13.5 * * * 15.5 

»12.0 * * • *13.0 

16.0 * • 17.0 

15.0 **16.0 RI64-8. 
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Docket 

No. 


Respondent 


Rate Sup- 
ached- pie- 
ule nient 
No. No. 


Purchaser and producing area 


Amount Date Effective Date 
of filing date suspended 
annual tendered unless until— 
increase suspended 


Cents per Mcf 


_ Proposed 

Rato in increase 
effect rate 


Ralei* 
effect 
subj«< 
to refund 
in docket 
Nob. 


RJ69-106-Skelly OU Co. (Oj>cr- 

ator). 

RI69-107-Texaco Inc. (Opera¬ 

tor) ct al. f Post 
Ofljcc Box 2420, 
Tulsa, Okla. 74102. 

RIG0-1G8-Union Oil Company 

of California, Union 
Oil Center, Los 
Angeles, Calif. 90017. 

RIG0-109_Marathon OU Co., 

530 South Main St., 
Findlay, Ohio 
45840. 

RICO-110_Southwest Oil Indus¬ 

tries, Inc., 801 First 
National Bldg., 
Oklahoma City, 
Okla. 73102. 

RI69-111 - YingUng OU Inc. 

(Operator) ct al., 

201 Amarillo 
Savings Bldg. 801 
Jackson St., 
Amarillo, Tex. 

79101. 

RIG9-112 _ Atlantic Richfield 

Co., Post Oflice 
Box 2819, Dallas, 
Tex. 75221. Atten¬ 
tion: Richard M. 
Young, Esq. 

. do . 


RIC9-113 ... Midwest 011 Corp., 
1700 Broadway, 
Denver, Colo. 
80202. 

RIG9-114.... Midwest Oil Corp. 

(Operator) et al. 


RICO-115_Amerada Petroleum 

Corp., Post Oflico 
Box 2040, Tulsa, 
Okla. 74102. 

RI69-110. Sunray DX OU Co., 
Post Oflice Box 
2039, Tulsa, Okla. 
74101. 


220 l Lone Star Oas Co., etc. 


$30,534 8-26-68 *0-26-68 2-2C-C0 15.0 «e 16.0 


136 

130 

81 


13 


3 

3 


274 


211 


8 

13 

0 

11 


127 


166 


h 4 

5 

G 


5 


**6 

7 


4 


4 


10 

10 

14 

13 


3 


6 


Panhandle Eastern Pipe Line Co. 8-26-68 »»0-26-68 (Accepted). 

(Uuymon-11ugoton Field, Texas 780 8-26-68 »• 9-26-68 2-26-69 »11.8262 * »•« 13 2ti*' 

County, Okla). (Panhandle Area). 


Panhandle Eastern Pipe Line Co. 
(Northwest Trail Field. Dewey 
County, Okla.) (Oklahoma 
"Other” Area) 

Arkansas Louisiana Oas Co. (Wil- 
hurton Field, Haskell, Latimer, 
Le Flore and Pittsburg Counties, 
Okla.) (Oklahoma "Other’’ Area). 

Colorado Interstate Gns Co. (Mo- 
cane Lavenie Field, Beaver 
County, Okla.) (Panhandle Area). 


Cities Service Gas Co. (Southeast 
Guymon Field, Texas County, 
Okla.) (Panhandle Area). 


Panhandle Eastern Pipe Line Co. 
(Northeast Trail Field, Dewey 
County. Okla.) (Oklahoma 
"Other 1; Area). 


Southern Natural Oas Co. (Satur¬ 
day Island Field, Jefferson and 
Plaquemines Parishes, Lu.) 
(South Louisiana Area). 

Texas Eastern Transmission Corp. 
(Greenwood-Wnskom Field, 
Caddo Parish, La.) (North Loui¬ 
siana Area). 

Texas Eastern Transmission Corp. 
(Bethany-Longstrcot Field, Do 
Soto Parish, La.) (North Louisi¬ 
ana Area). 

Panhandle Eastern Pipe Line Co. 
(Putnam Field, Dewey County, 
Okla.) (Oklahoma"Other” Area). 

Northern Natural Gas Co. (Guy- 
mon-Hugoton Field, Texas Coun¬ 
ty, Okla.) (Panhandle Area). 


497 

35 

8-28-68 

8-28-68 

*10- L68 
* 10- 1-68 

3- 1-69 
3- 1-69 

UH20.1U 
** >• 16. 562 

4 «‘»“ 21.294 
MUM 17.745 


17,442 

8-22-68 

*9-22-68 

2-22-60 

» 15.0 
» 3 *• 15.015 

«•> 16.015 

4 * 13 10 015 


600 » 8-14-68 

* 0-14-68 

2-14-69 

« 16.0 

1 * * 17.0 


367 

8-29-68 

8-29-68 

* 10- 1-68 
* 10- 1-68 

(Accepted) 
3- 1-69 

16.0 

4 •17.0 


2,130 

8-30-68 

*10- 1-68 

3- 1-69 

* 19.905 

4 ** « 20.943 

mem 

28,601 

8-29-68 

* 10- 1-68 

3- 1-69 

* ** 21.175 

*•*»* 23.175 

R168-90 

4, 433 
2,240 
1,799 

8-26-68 
8-26-68 
8 20-68 

* 11- 1-68 
* 11- 1-68 
* 11- 1-68 

4- 1-69 
4- 1-69 
4- 1-69 

” 16. 8263 
» 16.8263 
” 16.8263 

«**» 17.8519 

4 *» » 17.8519 
• » » 17.8519 

RI64-190 
RJ04-19O 
R154-HA 

3,957 

8-26-68 

* 11- 1-68 

4- 1-69 

33 16.8263 

• » ** 17. 8519 

RIM-214. 

1,363 

8-26-68 

* 10- 1-68 

3- 1-69 

*• * 17.661 

4 « » » 18.699 

RI68-119. 

214 

8-26-68 

* 9-26-68 

2-26-69 

* 13.01 

4 M 14.01 

RI68-444. 


* The stated effective date is the effective date requested by Respondent. 

* Two-step periodic rate increase. 

4 Pressure base is 14.65 p.s.i.o. 

* Subject to a downward B.t.u. adjustment. 

* Periodic rate increase. 

^ Contractually due a price of not less than 14 cents from July 1, 1906, to June 30, 

* Letter agreement dated May 17,1968, provides for 17 cents price for 5-ycar period 
commencing Oct. 1,1968. 

* Renegotiated rate increase. 

J® The stated effective date Ls the first day after expiration of the statutory notice. 

11 Letter agreement dated July 30, 1968, provides for 13.25 cents base price for 5- 
ycar period commencing Aug. 25, 1968. 

13 Includes 0.01 cent tax reimbursement. 

,J Gas well gas. 

w Includes base price of 17 cents plus 3.111 cents upward B.t.u. adjustment (1183 
B.t.u. gas) before increase and base price of 18 cents plus 3.294 cents upward B.t.u. 
adjustment after increase. Base rate subject to upward and downward B.t .u. adjust¬ 
ment. 

M Casinghead gas. 

“Includes base price of 14 cents plus 2.562 cents upward B.t.u. adjustment (1183 
B.t.u. gas) before Increase and base jwice of 15 cents plus 2.745 cents upward B.t.u. 
adjustment after increase. Base price subject to upward and downward B.t.u. adjust¬ 
ment. 

Texaco Inc. (Operator) etal. (Texaco), 
requests that its proposed rate increase 
and contract agreement be permitted 
to become effective as of August 25, 

1968. Sunray DX Oil Co. (Sunray) 
requests a retroactive effective date of 
July 1, 1968, for its proposed rate in¬ 
crease. Good cause has n<?t been shown 
for waiving the 30-day notice require¬ 
ment provided in section 4(d) of the Nat¬ 
ural Gas Act to permit earlier effective 
dates for Texaco and Sunray’s rate filings 
and such requests are denied. 

Concurrently with the filing of their 
rate increases. Skelly Oil Co. (Skelly) 
submitted a letter agreement dated 


17 Includes 0.015 cent tax reimbursement. 

N’ 1S Forsgren No. 1 well added by Supplement No. 6 to Rate Schedule 

19 Applicable to all other production under Rato Schedule No. 88. Rate in effect 
subject to refund in Docket No. R1G8 289. 

» Filing completed on Aug. 28, 1968. 

31 Subject to upward and downward B.t.u. adjustment. 

» Letter agreement dated June 26, 1968, provides for 17 cents rate for 5-ycar period 
beginning Oct. 1,1968. 

Fractured” rate Increase. Respondent contractually due a periodic Increase 
to a base rate of 18 cents per Mcf. 

u Includes base rate of 17 cents plus 2.89 cents upward B.t.u. adjustment (14J0 
B.t.u. gas) and 0.015 cent tax reimbursement before increase and base rate of 
cents plus 3.043 cents upward B.t.u. adjustment after increase. Proposed rate dow 
not include tax reimbursement. Base rate subject to upward and downward B.t.u. 
adjustment. 

» Pressure base is 15.025 p.s.La. 

* Inclusive of 2.175 cents tax reimbursement. 

33 Includes 1.75 cents tax reimbursement. 

» Includes 17 cents base rate plus 0.015 cent tax reimbursement plus O.Mflceuj 
upward B.t.u. adjustment (1,038 B.t.u. gas) before increase and 18 cents plus <>."»•» 
cent tax reimbursement plus 0.684 cent upward B.t.u. adjustment after increase. 

39 Base rate subject to upward and downward B.t.u. adjustment. 

dates shown in the “Effective Date’ col¬ 
umn listed above, but not the proposed 
rates contained therein which are sus¬ 
pended as hereinafter ordered. 

All of the producers’ proposed in¬ 
creased rates and charges exceed the ap¬ 
plicable area price levels for increased 
rates as set forth in the Commissions 
Statement of General Policy No. 61-1. as 
amended (18 CFR 2.56). 

The proposed changed rates and 
charges may be unjust, unreasonable, un¬ 
duly discriminatory, or preferential, or 
otherwise unlawful. 

The Commission finds: 

(1) Good cause has been shown for ac¬ 
cepting for filing the contract agreements 


May 17, 1968; 30 Texaco submitted a let¬ 
ter agreement dated July 30. 1968; 81 and 
Yingling Oil Inc. (Operator) etal. (Ying- 
ling), submitted a letter agreement dated 
June 26, 1968/* which provide the basis 
for the aforementioned producers’ rate 
increases. We believe that it would be 
in the public interest to accept for filing 
Skelly, Texaco, and Yingling’s contract 
agreements to become effective on the 


90 Designated as Supplement No. 5 to Skel¬ 
ly *s FPC Gas Rate Schedule No. 139. 

Designated as Supplement No. 4 to Tex¬ 
aco’s FPC Gas Rate Schedule No. 136. 

M Designated as Supplement No. 6 to Ying¬ 
ling’s FPC Gas Rate Schedule No. 3. 
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Sled by Texaco, Skelly, and Yingling, as 
set forth above, and for permitting such 
supplements to become effective on the 
dates indicated in the “Effective Date” 
column listed above. 

(2) It is necessary and proper in the 
public interest and to aid in the enforce¬ 
ment of the provisions of the Natural Gas 
Act that the Commission enter upon 
hearings concerning the lawfulness of 
the proposed changes, and that the 
above-designated supplements be sus¬ 
pended and the use thereof deferred as 
hereinafter ordered (except for the sup¬ 
plements referred to in paragraph (1) 
above). 

The Commission orders: 

(A) Supplement No. 5 to Skelly's FPC 
Gas Rate Schedule No. 139, Supplement 
No. 4 to Texaco’s FPC Gas Rate Schedule 
No. 136, and Supplement No. 6 to Ying- 
ling’s FPC Gas Rate Schedule No. 3 are 
accepted for filing and permitted to be¬ 
come effective on the dates shown in the 
"Effective Date” column listed above. 

»B) Pursuant to the authority of the 
Natural Gas Act, particularly sections 4 
and 15 thereof, the Commission’s rules 
of practice and procedure, and the regu¬ 
lations under the Natural Gas Act (18 
CPR Ch. I), public hearings shall be held 
upon dates to be fixed by notices from the 
Secretary concerning the lawfulness of 
the proposed increased rates and charges 
contained in the above-designated sup¬ 
plements (except the supplements set 
forth in paragraph (A) above). 

(C) Pending hearings and decisions 
thereon, the above-designated rate sup¬ 
plements are hereby suspended and the 
use thereof deferred until the date indi¬ 
cated In the “Date Suspended Until” 
column, and thereafter until such further 
time as they are made effective in the 
manner prescribed by the Natural Gas 
Act. 

(D) Neither the supplements hereby 
suspended, nor the rate schedules sought 
to be altered thereby, shall be changed 
until these proceedings have been dis¬ 
posed of or until the periods of suspen¬ 
sion have expired, unless otherwise or¬ 
dered by the Commission. 

<E) Notices of intervention or peti- 
uons to Intervene may be filed with the 
Federal Power Commission, Washington, 
° 20426, in accordance with the rules 

of practice and procedure (18 CFR 1.8 
mjd 1.37(f)), on or before October 30, 
1968. 

By the Commisison. 

IsealI Gordon M. Grant, 

Secretary . 

[FH. Doc. 68-11398; Piled, Sept. 19. 1968; 

8:45 ajn.J 

federal reserve system 

federal open market committee 

Current Economic Policy Directive 
of June 18, 1968 

^ In acco rdance with 5 271.5 of its Rules 
Availability of Information, 
uiere is set forth below the Committee’s 


Current Economic Policy Directive is¬ 
sued at its meeting held on June 18,1968. 1 

The Information reviewed at this meeting 
indicates that the very rapid Increase in 
over-all economic activity is being accom¬ 
panied by persisting inflationary pressures. 
Enactment of fiscal restraint measures now 
under consideration in Congress, however, 
would be expected to contribute to a con¬ 
siderable moderation of the rate of advance 
In aggregate demands. Growth in bank credit 
and time and savings deposits has been rela¬ 
tively small on average in recent months, 
although the money supply has expanded 
considerably as U.S. Government deposits 
have declined. Both short- and long-term in¬ 
terest rates have receded from the advanced 
levels reached in May, mainly in reaction to 
enhanced expectations of fiscal restraint. The 
U.S. foreign trade balance and over-all pay¬ 
ments position continue to be a matter of 
serious concern. In this situation. It 1s the 
policy of the Federal Open Market Committee 
to foster financial conditions conducive to re¬ 
sistance of inflationary pressures and attain¬ 
ment of reasonable equilibrium In the coun¬ 
try's balance of payments, while taking ac¬ 
count of the potential impact of develop¬ 
ments with respect to fiscal legislation. 

To Implement this policy. System open 
market operations until the next meeting of 
the Committee shall be conducted with a 
view to maintaining generally firm but or¬ 
derly conditions In the money market; Pro¬ 
vided, however, That if the proposed fiscal 
legislation is enacted operations shall accom¬ 
modate tendencies for short-term interest 
rates to decline In connection with such 
affirmative congressional action on the pend¬ 
ing fiscal legislation so long as bank credit 
expansion does not exceed current projec¬ 
tions. 

Dated at Washington, D.C., the 13th 
day of September 1968. 

By order of the Federal Open Market 
Committee. 

Arthur L. Broida, 
Assistant Secretary. 

[F.R. Doc. 68-11430; Filed, Sept. 19, 1968; 

8:45 a.m.J 


SECURITIES AND EXCHAN6E 
COMMISSION 

[File No. 1-3909] 

BSF CO. 

% 

Order Suspending Trading 

September 16,1968. 

The capital stock (66% cents par 
value) and the 5% percent convertible 
subprdinated debentures due 1969 of BSF 
Co., being listed and registered on the 
American Stock Exchange, and such 
capital stock being listed and registered 
on the Philadelphia-Baltimore-Wash¬ 
ington Stock Exchange pursuant to pro¬ 
visions of the Securities Exchange Act 
of 1934; and all other securities of BSF 
Co., being traded otherwise than on a na¬ 
tional securities exchange; and 


1 The Record of Policy Actions of the Com¬ 
mittee for the meeting of June 18, 1968, is 
filed as part of the original document. Copies 
are available on request to the Board of Gov¬ 
ernors of the Federal Reserve System, Wash¬ 
ington, D.C. 20551. 


It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in such securities 
on such exchanges and otherwise than 
on a national securities exchange is re¬ 
quired in the public interest and for the 
protection of investors: 

It is ordered , Pursuant to sections 
15(c)(5) and 19(a)(4) of the Securities 
Exchange Act of 1934, that trading in the 
said capital stock on such exchanges and 
in the debenture on the American Stock 
Exchange, and trading otherwise than on 
a national securities exchange be sum¬ 
marily suspended, this order to be effec¬ 
tive for the period September 17, 1968, 
through September 26, 1968, both dates 
Inclusive. 

By the Commission. 

[seal! Orval L. DuBois, 

Secretary. 

[F.R. Doc. 68-11435; Filed, Sept. 19. 1968; 

8:45 aju.[ 


LEEDS SHOES, INC. 

Order Suspending Trading 

September 16. 1968. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock of Leeds Shoes, Inc., Tampa. Fla., 
and all other securities of Leeds Shoes, 
Inc., being traded otherwise than on a 
national securities exchange is required 
in the public interest and for the protec¬ 
tion of investors: 

It is ordered , Pursuant to section 
15(c) (5) of the Securities Exchange Act 
of 1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period Sep¬ 
tember 17, 1968, through September 26, 
1968, both dates inclusive. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

[FJl. Doc. 68-11436; Filed, Sept. 19, 1968; 

8:45 ajn.) 


[File No. 1-34681 

MOUNTAIN STATES DEVELOPMENT 
CO. 

Order Suspending Trading 

September 16, 1968. 

The common stock, 1 cent par value, 
of Mountain States Development Co., 
being listed and registered on the Salt 
Lake Stock Exchange pursuant to provi¬ 
sions of the Securities Exchange Act of 
1934 and all other securities of Mountain 
States Development Co., being traded 
otherwise than on a national securities 
exchange; and 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in such securities 
on such Exchange and otherwise than on 
a national securities exchange is required 
in the public interest and for the protec¬ 
tion of investors: 
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It is ordered , Pursuant to sections 
15(c)(5) and 19(a)(4) of the Securities 
Exchange Act of 1934, that trading in 
such securities on the Salt Lake Stock 
Exchange and otherwise than on a na¬ 
tional securities exchange be summarily 
suspended, this order to be effective for 
the period September 17, 1968, through 
September 26, 1968, both dates inclusive. 

By the Commission. 

Lseal) Orval L. DuBois, 

Secretary. 

(F.R. Doc. 68-11437; Piled. Sept. 19. 1968; 

8:45 a.m.] 

|70-4674J 

OHIO POWER CO. 

Notice of Proposed Issue and Sale of 

Notes to Banks and to Dealers in 

Commercial Paper and Exemption 

From Competitive Bidding 

September 16,1968. 

Notice is hereby given that Ohio 
Power Co. (“Ohio Power"), 301 Cleve¬ 
land Avenue SW.. Canton. Ohio 44702, 
an electric utility subsidiary company 
of American Electric Power Co., Inc., a 
registered holding company, has filed 
an application with this Commission 
pursuant to the Public Utility Holding 
Company Act of 1935 (“Act"), desig¬ 
nating section 6(b) of the Act and Rule 
50(a) (5) promulgated thereunder as 
applicable to the proposed transactions. 
All interested persons are referred to 
the application, which is summarized 
below, for a complete statement of the 
proposed transactions. 

Ohio Power requests that from the 
date of the granting of this application 
to December 31,1969, the exemption from 
the provisions of section 6(a) of the Act 
afforded to it by the first sentence of 
section 6(b) of the Act, relating to the 
issue of short-term notes, be increased 
from 5 percent to approximately 10 per¬ 
cent of the principal amount and par 
value of the other securities of Ohio 
Power at the time outstanding. Ohio 
Power proposes, under said exemption, to 
issue and sell, prior to December 31, 1969, 
short-term notes to banks and/or to 
dealers in commercial paper in an ag¬ 
gregate face amount of not to exceed 
$68,400,000 to be outstanding at any one 
time. The proceeds from the proposed 
notes, including the commercial paper 
notes, will be used by Ohio Power to re¬ 
imburse its treasury for past expeditures 
in connection with its construction pro¬ 
gram, to pay part of the cost of its future 
construction program, which is estimated 
to cost approximately $100 million in 
the fourth quarter of 1968 and the year 
1969, and for other corporate purposes. 
It is stated that Ohio Power will retire 
any notes payable to banks and com¬ 
mercial paper outstanding on or about 
December 31, 1969, with the proceeds of 
long-term financing and by the use of 
such other cash resources as are then 
available to it. 

Each note payable to a bank to be is¬ 
sued by Ohio Power will be dated as of 


the date of the borrowing which it evi¬ 
dences and will mature not more than 
270 days after the date of issuance. Each 
such note will bear interest at the prime 
rate of commercial banks at the time of 
issuance and will be prepayable at any 
time without penalty. Ohio Power will 
not effect any borrowings from banks 
pursuant to this application until it shall 
have filed a posteffective amendment 
thereto setting forth the name or names 
of the banks from which such borrowing 
is to be effected and such posteffective 
amendment shall have been granted by 
further order of the Commission. 

The commercial paper notes will be in 
the form of promissory notes in denomi¬ 
nations of not less than $100,000 nor 
more than $5 million and of varying ma¬ 
turities, with no maturity more than 
270 days after the date of issue; none will 
be prepayable prior to maturity. The 
commercial paper notes will be sold 
directly to two dealers, Lehman Commer¬ 
cial Paper, Inc., and Salomon Brothers 
and Hutzler, at a discount not in excess 
of the discount rate per annum pre¬ 
vailing at the time of issuance for com¬ 
mercial paper of comparable quality and 
of the particular maturity sold by issuers 
to dealers in commercial paper. Each 
dealer may reoffer the commercial paper 
at a discount rate one-eighth of 1 per¬ 
cent per annum less than the discount 
rate to Ohio Power. No commercial paper 
notes will be issued having a maturity 
more than 90 days after December 31, 
1969, at a discount rate which exceeds 
the prime rate at which Ohio Power could 
borrow from banks. Each of the two 
dealers will reoffer the commercial paper 
notes to not more than 100 of its cus¬ 
tomers identified and designated in a 
list (nonpublic) prepared by it in ad¬ 
vance. It is expected that Ohio Power’s 
commercial paper notes will be held by 
each dealer’s customers to maturity, but 
if they wish to resell prior to maturity, 
the dealer, pursuant to a verbal repur¬ 
chase agreement, will repurchase the 
notes and reoffer them to others in its 
group of 100 customers. 

Ohio Power requests exception from 
the competitive bidding requirements of 
Rule 50 for the proposed issue and sale 
of its commercial paper pursuant to 
paragraph (a) (5) thereof. The company 
states that it is not practicable to invite 
competitive bids for commercial paper 
and that current rates for commercial 
paper of prime borrowers such as Ohio 
Power are published daily in financial 
publications. Applicant also requests au¬ 
thority to file certificates under Rule 24 
with respect to the issue and sale of com- 
merical paper hereafter consummated 
pursuant to this proceeding on a quar¬ 
terly basis. 

The application states that fees and 
expenses related to the proposed trans¬ 
actions are estimated at approximately 
$700. It is further stated that no State 
commission and no Federal commission, 
other than this Commission, has jurisdic¬ 
tion over the proposed transactions. 

Notice is further given that any in¬ 
terested person may, not later than Oc¬ 
tober 10, 1968, request in writing that 


a hearing be held on such matter, stating 
the nature of his interest, the reasons for 
such request, and the issues of fact or 
law raised by said application wliich he 
desires to controvert; or he may request 
that he be notified if the Commission 
should order a hearing thereon. Any such 
request should be addressed: Secretary 
Securities and Exchange Commission 
Washington. D.C. 20549. A copy of such 
request should be served personally or 
by mail (airmail if the person being 
served is located more than 500 miles 
from the point of mailing) upon the ap¬ 
plicant at tire above-stated address, and 
proof of service (by affidavit or, in case 
of an attorney at law, by certificate) 
should be filed with the request. At any 
time after said date, the application, as 
filed or as it may be amended, may be 
granted as provided in Rule 23 of the 
general rules and regulations promul¬ 
gated under the Act. or the Commission 
may grant exemption from such rules as 
provided in Rules 20(a) and 100 thereof 
or take such other action as it may deem 
appropriate. Persons who request a hear¬ 
ing or advice as to whether a hearing is 
ordered will receive notice of further 
developments in this matter, including 
the date of the hearing (if ordered) and 
any postponements thereof. 

For the Commission (pursuant to dele¬ 
gated authority). 

[seal] Orval L. DuBois. 

Secretary. 

[P.R. Doc. 68-11438; Piled, Sept 19, 1968; 

8:45 a.m.] 

SMALL BUSINESS 
ADMINISTRATION 

[Delegation of Authority No. 30 (Pacific 
Coastal Area), Rev. 1, Amdt. 1] 

PACIFIC COASTAL AREA 
COORDINATORS ET AL. 

Delegation of Authority To Conduct 
Program Activities 

Pursuant to the authority delegated to 
the Area Administrators by Delegation ol 
Authority No. 30 (Revision 12). 32 F.R. 
179, and Amendment 1, 32 F.R. 8113, and 
Amendment 2, 33 F.R. 8793, Delegation 
of Authority No. 30 (Pacific Coastal 
Area), Revision 1. 33 F.R. 10677 is hereby 
amended by revising Items IE1, IID. HF-. 
HG4, IIG12, and Item m to read as 
follows; 

I. Area Coordinators. * * * 

E. Financial Assistance Coordinator— 
1. Eligibility determinations < for finan¬ 
cial assistance only). To determine eli¬ 
gibility of applicants for assistance under 
any program of the Agency, except sec¬ 
tions 501 and 502 loans, in accordance 
with Small Business Administration 
standards and policies. No authority is 
hereby delegated to declare the non¬ 
applicability of eligibility limitations to 
community emergency as set forth * 

§ 120.2(e) of SBA Loan Policy Regula¬ 
tions. 
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H Regional Directors. # * 

D Eligibility determinations. To de¬ 
termine eligibility of applicants for 
assistance under any program of the 
Agency, with the exception of the 501 
and 502 programs, in accordance with 
Small Business Administration stand¬ 
ards and policies. No authority is hereby 
delegated to declare the nonapplicability 
of eligibility limitations to a community 
emergency as set forth in § 120.2(e) of 
SBA Loan Policy Regulations. 

* • • • • 

P. Chiefs, Financial Assistance Divi¬ 
sions ( and Assistant Chiefs, if as¬ 
signed). • ♦ • 

2. Eligibility determinations for finan¬ 
cial assistance only. To determine eligi¬ 
bility of applicants for assistance under 
any program of the Agency, except sec¬ 
tions 501 and 502 loans, in accordance 
with Small Business Administration 
standards and policies. No authority is 
hereby delegated to declare the non- 
applicability of eligibility limitations to 
a community emergency as set forth in 
5120.2(e) of SBA Loan Policy Regula¬ 
tions. 

• • • '• • 

G. Supervisory Loan Officer andlor 
Assistant Team Leader . • • • 

4. To enter into business, economic 
opportunity, and disaster loan participa¬ 
tion agreements with banks. 

• • * * * 

12. Eligibility determinations for fi¬ 
nancial assistance only. To determine eli¬ 
gibility of applicants for assistance under 
any program of the Agency, except sec¬ 
tions 501 and 502 loans, in accordance 
with Small Business Administration 
standards and policies. No authority is 
hereby delegated to declare the non¬ 
applicability of eligibility limitations to 
a community emergency as set forth in 
5120.2(e) of SBA Loan Policy Regula¬ 
tions. 

• • * * * 

m. Branch Manager — Fairbanks, 
Alaska —A. Financial assistance. **1. To 
approve and decline disaster loans in an 
amount not exceeding $350,000 (SBA 
share). 

**2. To execute loan authorizations 
for Central, area and regional office ap¬ 
proved loans and disaster loans approved 
under delegated authority, said execu¬ 
tion to read as follows: 


{Name), Administrata 
(Name) 

Branch Manager (City). 

“3. To cancel, reinstate, modify, ai 
amend authorizations for disaster loa 
approved under delegated authority. 

j disburse secured and uns 
cured disaster loans. 

, , To extend the disbursement p 
imriicK 11 faster loan authorizations 
undisbursed portions of disaster loans. 

* 

Effective date: July 1,1968. 

William S. Schumacher, 
Area Administrator, 
Pacific Coastal Area. 
IFB. Doc. 68-11439; Filed, Sept. 19, 19( 
8:46 am.] 


DEPARTMENT OF LABOR 

Wage and Hour Division 

CERTIFICATES AUTHORIZING EM¬ 
PLOYMENT OF FULL-TIME STU¬ 
DENTS WORKING OUTSIDE OF 
SCHOOL HOURS AT SPECIAL MIN¬ 
IMUM WAGES IN RETAIL OR 
SERVICE ESTABLISHMENTS OR IN 
AGRICULTURE 

Notice is hereby given that pursuant to 
section 14 of the Fair Labor Standards 
Act of 1938 (52 Stat. 1060, as amended, 
20 U.S.C. 201 et seq.), the regulation on 
empl oyment of full-time students (29 
CFR Part 519), and Administrative Or¬ 
der No. 595 (31 F.R. 12981), the estab¬ 
lishments listed in this notice have been 
issued special certificates authorizing the 
employment of full-time students work¬ 
ing outside of school hours at hourly 
wage rates lower than the minimum wage 
rates otherwise applicable under section 
6 of the act. The effective and expiration 
dates are as indicated below. The mini¬ 
mum certificate rates are not less than 
85 percent of the applicable statutory 
minimum. 

The following certificates provide for 
an allowance not to exceed the propor¬ 
tion of the total hours worked by full¬ 
time students at rates below $1 an hour 
to the total number of hours worked by 
all employees in the establishment during 
the base period in occupations of the 
same general classes in which the estab¬ 
lishment employed full-time students at 
wages below $1 an hour in the base 
period. 

Asheville Orthopedic Hospital, Inc., hospi¬ 
tal; Asheville. N.C.; 7-7-88 to 7-6-69. 

Bethel Lutheran Home, nursing home; 1001 
South Egan, Madison, S. Dak; 8-7-68 to 
8-6-69. 

Bosma Brothers Farms, agriculture; 1187 
Poulson Road, Muskegon, Mich.; 7-2-68 to 
7-1-69. 

Braselton Brothers, Inc., variety store; 
Braselton. Ga.; 8-9-68 to 8-8-69. 

Malcolm Brock Co., department store; 1918 
Chester Avenue, Bakersfield. Calif.; 7-15-68 
to 7-14-69. 

Clarkedale Plantation, agriculture; Clarke- 
dale. Ark.; 7-12-68 to 7-11-69. 

Glen W. Clay, agriculture; Cumberland 
County, Ky.; 7-1-68 to 9-30-68. 

Coburn’s Inc., food store; 6 North Broad¬ 
way, Sauk Rapids, Minn., 6-28-68 to 6-27-69. 

Co-op Grocery Store, food store; 204 East 
Court, Beloit. Kans.; 6-28-68 to 6-27-69. 

Bill Crook’s Food Town. food store; No. 1, 
Nashville, Term.; 7-1-68 to 6-30-69. 

Davis Food Stores. Inc., food store; Grand 
Avenue, Galesburg. Ill.; 7-5-68 to 7-4-69. 

Dick’s Super Market, food store; 255 Mc¬ 
Gregor Plaza, Platteville, Wis.; 5-26-68 to 

5-25-69. 

Duckwall Stores, Inc„ variety stores from 
7-15-68 to 3-30-69 except as otherwise indi¬ 
cated: No. 5, Concordia, Kans. (7-8-68 to 
3-30-69); No. 12. Garden City, Kans.; No. 52, 
Ulysses, Kans.; No. 61. Wichita, Kans. 

East Hill Food Center, food store; 1113 
Kelly Avenue, The Dalles, Oreg.; 7-15-68 to 

7- 14-69. 

Easyway Food Center, food store; Carter 
Street. Harrtman, Tenn.; 7-8-68 to 7-7-69. 

El Dorado House Corp.. department store; 
209 East Main, El Dorado, Ark.; 8-6-68 to 

8- 5-69. 


Emanuel Hospital, hospital; 2801 North 
Gantenbeln Avenue, Portland, Oreg.; 7-1-68 
to 6-30-69. 

Emporia Foods Distributors. Inc., food 
store; 1417 West Sixth. Emporia, Kans.; 6-26- 
68 to 6-25-69. 

Furr’s. Inc., food stores from 7-19-68 to 7- 
18-69: No. 68, Clovis. N. Mex.; No. 0. Hobbs, 
N. Mex.; Nos. 27 and 28. Abilene, Tex.; Nos. 
53. 64, 57, and 60. Amarillo, Tex.; No. 15. Big 
Spring. Tex.; No. 61, Borger, Tex.; No. 9. 
Brownfield. Tex.; No. 18, Lamesa, Tex.; No. 7. 
Levelland. Tex.; No. 20. Littlefield. Tex.; Nos. 
1. 2. 3. 4, 5. 16, and 19, Lubbock, Tex.; Nos. 
14 and 29. Midland. Tex.: No. 12. Monahans. 
Tex.; Nos. 11, 17, and 23, Odessa, Tex.; No. 63, 
Pampa. Tex.; No. 8, Plainview. Tex.; No. 21, 
Snyder, Tex. 

George’s Super Fair, food store; 555 Rail¬ 
road Drive, Elk River. Minn.; 8-6-68 to 
8-5-69. 

Glendive Community Hospital, hospital; 
Ames and Prospect, Glendive. Mont.; 8-6-68 
to 8—5—69. 

Gilmore Plant & Bulb Co., Inc., agriculture; 
Julian. N.C.; 7-1-68 to 6-19-69. 

Goldblatt Brothers, Inc., department store; 
4700 South Ashland Avenue, Chicago, HI.; 
8-1-68 to 7-31-69. 

W. T. Grant Co., variety stores: No. 847. 
Reseda, Calif. (7-14-68 to 7-13-69); No. 343, 
Milwaukee. Wls. (7-21-68 to 7-20-69). 

Harry’s Food Stores, Inc., food store; 135 
West Twohig, San Angelo, Tex.; 7-3-68 to 
7-2-69. 

Hayfield Farm, agriculture; Lehman Town¬ 
ship. Pa.; 6-26-68 to 6-25-69. 

Hearty-Virgin la, Inc., agriculture; Mount 
Jackson, Va.; 7-5-68 to 7-4-69. 

Herberger’s, department stores from 6-28- 
68 to 6-27-69: 110 North Minnesota Street, 
New Ulm, Minn.; 330 Chestnut Street. Vir¬ 
ginia, Minn.; 19 South Maple Street. Water- 
town. S. Dak.; 25-29 North Main, Rice Lake, 
Wls. 

Hershey Drug Store, drug store; 1 Choco¬ 
late Avenue. Hershey, Pa.; 6-29-68 to 

6-28-69. 

Hill Top Market, food store; 1620 East 12th 
Street. The Dalles. Ore.; 8-7-68 to 8-6-69. 

Hillside Farms. Inc., agriculture; Wilkes- 
Barre. Pa.; 6-26-68 to 6-25-69. 

L. D. Holmes & Sons, agriculture: Route 1, 
Johnston, S.C.; 7-8-68 to 6-14-69. 

H. T. & L. F. Holmes Farms, agriculture; 
Route 2. Trenton, S.C.; 6-5-68 to 6-4-69. 

Jordon Auto Co., Inc., automobile dealer; 
Natchez. Miss.; 6-28-68 to 6-27-69. 

Jr’s J. & J. Cash Market, food store; Circle 
Drive. McKenzie, Tenn.; 8-6-68 to 8-5-69. 

Kay Planting Co., agriculture; Indianola, 
Miss.: 6-26-68 to 6-25-69. 

Kline’s Department Store, department 
store; 14 East Front Street, Monroe, Mich.; 
6-27-68 to 6-26-69. 

S. S. Kresge Co., variety stores from 9-3-68 
to 9-2-69 except as otherwise indicated: No. 
4586, Alton, HI. (7-25-68 to 7-24-69); No. 
303. Arlington Heights, HI. (6-6-68 to 

6- 5-69); Nos. 8, 236, 599, 4613, and 4624. Chi¬ 
cago. Ill.; No. 4561, Chicago. Ill. (7-21-68 to 

7- 20-69); No. 261, Danville. HI.; No. 641. 
Decatur, Ill.; No. 50. Deerfield, HI.; No. 177, 
Elgin, Ill.; No. 4612, Freeport, Ill.; No. 179, 
Galesburg, Ill.; No. 321, Quincy, Ill.; No. 136, 
St. Charles, Ill.; No. 4592, Streator, Ill.; No. 
31. Lafayette, Ind.; No. 4629, Mankato, Minn.; 
No. 52, Winona, Minn.; No. 249, Joplin, Mo. 
(6-27-68 to 6-26-69); No. 4619. Springfield. 
Mo. (7-14-68 to 7-13-69); No. 4577. Fremont, 
Nebr. (6-21-68 to 6-20-69); No. 231. Fargo, 
N. Dak. (6-27-68 to 6-26-69); No. 202, Ap¬ 
pleton. Wls.; No. 4569. Green Bay. Wls.; No. 
4559, La Crosse. Wis. (6-23-68 to 6-22-69); 
Nos. 446 and 637, Milwaukee, Wls.; No. 181, 
Oshkosh. Wls.; No. 4618. Sheboygan, Wls. 
(8-1-68 to 7-31-69); No. 119, Watertown, Wis. 

Lester Krueger, agriculture; Springfield, 
Minn.; 6-21-68 to 6-20-69. 
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Ed. A. Leatherman. Jr., agriculture; Pur- 
gitsvllle. W. Va.; 7-1-68 to 6-30-69. 

Leys Department Store, department stores 
from 7-29-68 to 7-28-69: 435 East Mill Street, 
Plymouth. Wis.; 258 North Main Street, West 
Bend. Wls. 

Luke’s Foodllner, food store; 1 Ardmore 
Mall, Ardmore. Okla.; 7-15-68 to 7-14-69. 

Mammy's Cafeteria, restaurant; 2902 North 
Laurent. Victoria, Tex.; 7-18-68 to 7-17-69. 

McCrory-McLellan-Green Stores, variety 
stores: No. 134, Rock Hill, S.C. (8-3-68 to 
8-2-69); No. 545, Laredo. Tex. (6-28-68 to 

6-27-69). 

Millville Hospital, hospital; North High 
Street. Millville. N.J.; 7-5-68 to 7-4r-69. 

M. E. Moses Co., Inc., variety store; No. 
7. Dallas. Tex.; 8-2-68 to 8-1-69. 

G. C. Murphy Co., variety stores from 

6- 29-68 to 6-28-69 except as otherwise indi¬ 
cated: No. 433, Anna, HI.; No. 427, Winchester, 
Ind.; No. 56, Pittsburgh, Pa. (8-5-68 to 
8—4—69), 

North American Baptist Homes, Inc., nurs¬ 
ing home; 718 Northeast Eighth Street, Madi¬ 
son. S. Dak.; 8-7-68 to 8-6-69. 

Northwood Deaconess Hospital and Home 
Association, hospital; Northwood, N. Dak.; 
8-7-68 to 8-6-69. 

Peoples Wholesale Co., variety store; Water 
Valley. Miss.; 6-28-68 to 6-27-69. 

Reed Drug Co., drug store; 201 South Main 
Street, Stillwater, Minn.; 7-22-68 to 7-21-69. 

Schradzki Co., apparel; 213 Southwest 
Adams Street, Peoria, Ill.; 6-28-68 to 6-27-69. 

Scott Store, variety stores from 6-27-68 
to 6-26-69 except as otherwise indicated: 
No. 19, Chicago, Ill.; No. 24, Danville. IU.; 
No. 96, Sterling, Ill.; No. 4, Western Springs, 
Ill.; No. 40. Madison. Ind.; No. 125, Hazard, 
Ky.; No. 79. Sault St. Marie, Mich. (7-3-68 to 

7- 2-69); No. 17, Brainerd, Minn.; No. 55, 
Kansas City, Mo.; No. 141, Bismarck, N. Dak. 
(6-28-68 to 6-27-69); Nos. 13. 14, and 16, 
Akron. Ohio; No. 86, Cleveland, Ohio; No. 
68. Dover, Ohio; No. 23, East Cleveland, Ohio. 

Setter holm's Super Pair, Inc., food store; 
935 South Lake Street, Forest Lake. Minn.; 

6-28-68 to 6-27-69. 

Skinner Nursery, agriculture; 1225 Lower 
Silver Lake Road, Topeka. Kans.; 6-25-68 to 
6-24-69. 

Star Brand Cattle Co., agriculture; Kauf¬ 
man, Tex.; 7-5-68 to 7-4-69. 

Stuckey’s Pecan Shoppe, food store; No. 
148, Paxico, Kans.; 7-1-68 to 6-30-69. 

Super Chief, Inc., food store; 2 Broad 
Street. Northeast, Atlanta. Ga.; 7-10-68 to 
6-21-69. 

Super Drive Ins, food store; No. 2. Nash¬ 
ville, Tenn.; 7-11-68 to 7-10-69. 

T. G. & Y. Stores Co., variety stores: No. 
148, Kansas City. Kans. (6-22-68 to 6-21-69); 
No. 145, Independence, Mo. (6-29-68 to 
6-28-69); No. 34, Tulsa, Okla. (8-12-68 to 

8- 11-69). 

Trojan Seed Co., agriculture; Olivia, Minn.; 

6- 21-68 to 6-20-69. 

United Pood Town, food store; 422 East 
Ninth South, Salt Lake City. Utah; 6-25-68 
to 6-24-69. 

Vann Brothers, agriculture; Trenton, S.C.; 

7- 5-68 to 7-4-69. 

Virginia Baptist Hospital, hospital; RiVer¬ 
mont Avenue, Lynchburg, Va.; 7-8-68 to 

7-7-69. 

Walgreen Co., drug store; 129 West Main 
Street, Ottawa, IU.; 7-15-68 to 7-14-69. 

Walker's Shoe Store, shoe stores from 
7-22-68 to 7-21-69: 608 Walnut, Des Moines. 
Iowa; 756 Main Street, Dubuque, Iowa; 106- 
110 East Fourth Street, Waterloo, Iowa. 

Wlllbrandt Farms, agriculture; 693 West 
Wedgewood Drive, North Muskegon, Mich.; 
7-11-68 to 7-10-69. 

Willie’s Super Market, Inc., food store; 
2422 Second Avenue North, Birmingham, 
Ala.; 5-27-68 to 5-26-69. 


Charlie Womack Garden & Nursery, agri¬ 
culture; 1602 Cherokee Road. Florence, S.C.; 
7-10-68 to 7-9-69. 

F. W. Wool worth Co., variety stores from 

6- 28-68 to 6-27-69 except as otherwise indi¬ 
cated: No. 2372, Westminster, Colo.; No. 1912. 
Garden City, Kans. (7-8-68 to 7-7-69); No. 
435, Newton, Kans.; No. 943, Columbia. Mo.; 
No. 1128, Enid, Okla. (6-24-68 to 6-23-69); 
No. 2319. Mesquite. Tex. (6-24-68 to 6-23-69). 

S. Workman & Sons, agriculture; 3610 
South Getty Street. Muskegon, Mich.; 6-21- 
68 to 6-20-69. 

J. W. Yonce & Sons, agriculture; Johnston, 
S.C.; 6-12-68 to 6-11-69. 

The following certificates were issued 
to establishments relying on the base- 
year employment experience of other 
establishments, either because they came 
into existence after the beginning of the 
applicable base year or because they did 
not have available base-year records. 
The certificates permit the employment 
of full-time students at rates of not less 
than 85 percent of the statutory mini¬ 
mum in the classes of occupations listed, 
and provide for the indicated monthly 
limitations on the percentage of full¬ 
time student hours of employment at 
rates below the applicable statutory 
minimum to total horns of employment 
of all employees. 

Big Star, food stores from 6-23-68 to 6-22- 
69. bagger, stock clerk, 20 percent: Nos. 62 
and 117, Memphis, Tenn. 

Carson Pirie Scott & Co., department store; 
1560 Otto Boulevard, Chicago Heights, Ill.; 
salesclerk, stock clerk, service desk clerk; 
between 2 percent and 4 percent; 7-8-68 to 

7- 7-69. 

Chi’s Market, food stores from 7-15-68 to 

7- 14-69, bagger, carryout, between 12 per¬ 
cent and 22 percent: No. 2, Bradenton, Fla.; 
2923 Manatee Avenue West. Bradenton, Fla. 

Coburn's. Inc., food stores from 6-28-68 to 
6 1 27-69, carryout, stock clerk, between 19 
percent and 23 percent: Foley, Minn.; 227 
South Fifth Avenue, St. Cloud, Minn. 

Dick's Super Market, food store; Wells 
Street, Darlington, Wis.; bagger, carryout, 
stock clerk, cleanup; between 17 percent and 
22 percent; 5-26-68 to 5-25-69. 

Drive In Markets, food store; 102 Washing¬ 
ton, Pratt, Kans.; cashier, clerk, carryout, 
wrapper, maintenance; between 15 percent 
and 28 percent; 8-7-68 to 8-6-69. 

Duckwall Stores, Inc., variety stores for the 
occupations of salesclerk, stock clerk: No. 
88, Junction City. Kans. (between 20 percent 
and 44 percent. 7-12-68 to 3-30-69); No. 97, 
Newton, Kans. (between 24 percent and 55 
percent, 6-24-68 to 3-30-69); No. 57, Al¬ 
buquerque, N. Mex. (between 2 percent and 
15 percent, 7-12-68 to 7-11-69), 

Emporia Foods Distributors. Inc., food 
store; 12th and Sylvan. Emporia, Kans.; 
packager, meat trimmer, cashier, carryout, 
store clerk; between 11 percent and 16 per¬ 
cent; 6-26- 68 to 6-25-69. 

Feudo Foodtown, food stores for the oc¬ 
cupations of stock clerk, bottle clerk, carry¬ 
out. cleanup, between 11 percent and 13 
percent: No. 1, Corpus Christi, Tex. (7-11-68 
to 7-16-69); No. 2, Corpus Christi, Tex. (7- 

8- 68 to 7-7-69). 

Forum Department Store, department 
store; 1304 West Boulevard South, Columbia, 
Mo.; salesclerk, stock clerk, office clerk; be¬ 
tween 5 percent and 30 percent; 8-9-68 to 

8-8-69. 

Frank’s Food Fair, food store; No. 3, Col¬ 
linsville, Va.; bagger, carryout, stock clerk, 
cashier, salesclerk; 10 percent; 6-24-68 to 
6-23-69. 


Furr’s, Inq., food stores from 7-19-68 to 
7-18-69, box-courtesy clerk, 20 percent ex- 
cept as otherwise Indicated: No. 35 . ArtesUL 
N. Mex. (between 11 percent and 20 percent) 
Nos. 30 and 37, Roswell, N. Mex ; No®. 51 55 
and 56. Amarillo, Tex.; No. 33. Lubbock Tex! 

W. T. Grant Co., variety stores from’ 7 - 5 - 
68 to 7-4-69 except as otherwise Indicated 
salesclerk, stock clerk except as otherwise 
indicated, between 4 percent and 18 percent 
except as otherwise indicated: No. 956 Citrus 
Heights. Calif.; No. 822, Garden Grove! Calif 
No. 133, Santa Ana, Calif. (7-15-68 to 7-14 
69); No. 739, Whittier, Calif. (7-8-66 to 7 - 
7-69); No. 997, Mundelein, Ill. (salesclerk, 
cashier, office clerk, stock clerk, between 2 
percent and 19 percent. 6-27-68 to 6 26—69) • 
No. 1202, Milwaukee. Wis. (salesclerk, office 
clerk, between 8 percent and 10 percent). 

Great Pacific Stores, Inc., food store; 
Tucker Road, Hood River, Oreg.; carryout! 
stock clerk, cleanup; between 12 percent and 
15 percent; 8-7-68 to 8-6-69. 

H. E. B. Food Store, food stores for the oc¬ 
cupations of package clerk, bottle clerk, 
sacker. 10 percent: No. 117, Crystal City. Tex 
(6-25-68 to 6-24-69); No. 109, Marble Palls, 
Tex. (6-17-68 to 6-16-69); No. 114, McAllen, 
Tex. (7-25-68 to 7-24-69). 

Herberger’s, department stores from 6-28- 
68 to 6-27-69, salesclerk, office clerk, marker, 
between 3 percent and 8 percent : 522 Broad¬ 
way, Alexandria, Minn.; 312 North Bridge, 
Chippewa Falls, Wis.; 428 Main, La Crosse, 
Wis.; 222-228 Third Street, Wausau, Wls. 

HiWay Super Market, food store; 104 Co¬ 
lumbus, Goldendale, Wash.; carryout, stock 
clerk, cleanup; between 12 percent and 15 
percent; 8-7-68 to 8-6-69. 

Jack’s of Jacksonville, variety store; West 
Morton. Jacksonville, Ill.; checker, stock 
clerk; between 13 percent and 29 percent; 
6-24-68 to 6-23-69. 

S. S. Kresge Co., variety stores for the 
occupations of salesclerk, stock clerk, office 
clerk, checker-cashier except as otherwise 
indicated: No. 4184, Mobile. Ala. (salesclerk, 
stock clerk, checker-cashier, between 3 per¬ 
cent and 11 percent, 7-6-68 to 7-5-69); No. 
4138, Atlanta, Ga. (salesclerk, between 4 per¬ 
cent and 10 percent, 7-10-68 to 7-6-69); No. 
429, Des Plaines. Ill. (between 17 percent and 
26 percent, 9-3-68 to 9-2-69); No. 4215, 
Kansas City, Kans. (between 2 percent and 4 
percent, 7-5-68 to 7-4-69); No. 4172. Monroe, 
La. (salesclerk, between 2 percent and 15 per¬ 
cent, 7-3-68 to 7-2-69); No. 279. St. Paul 
Minn, (between 18 percent and 30 percent, 
6-9-68 to 6-8-69); No. 4217, Independence, 
Mo. (between 5 percent and 10 percent. 7- 
15-68 to 7-14-69); No. 72, St. Louis, Mo. (be¬ 
tween 13 percent and 29 percent. 6-29-68 to 

6- 28-69); No. 4182, Greensboro, N.C. (sales¬ 
clerk, checker-cashier, between 11 percent 
and 22 percent. 8-6-68 to 8-5-69); No. 4202. 
Greenville. S.C. (salesclerk, between 11 per¬ 
cent and 40 percent, 6-9-68 to 6-8-69); No. 
4244, Knoxville, Tenn. (maintenance, stock 
clerk, counter filling, customer service, sales¬ 
clerk, bookkeeper, office cashier, display 
clerk, checker, between 2 percent and 17 per¬ 
cent. 7-18-68 to 7-17-69); No. 4133. Irving, 
Tex. (salesclerk, between 7 percent and 27 
percent. 8-19-68 to 8-18-69); No. 4051. Eau 
Claire, Wls. (between 2 percent and 6 per¬ 
cent, 9-3-68 to 9-2-69); No. 222, Green Bay. 
Wis. (between 6 percent and 24 percent, 9- 
3-68 to 9-2-69); No. 4219, Green Bay. Wis. 
(between 11 percent and 27 percent, 7 - 5-68 
to 7-4-69). 

S. H. Kress and Co., variety stores: 4400 
Dorchester Avenue, Charleston Heights, S.C. 
(salesclerk, between 4 percent and 24 per¬ 
cent. 6-23-68 to 6-22-69); South Pleasant- 
burg Drive, Greenville. S.C. (salesclerk, 
porter, between 11 percent and 40 percent. 

7- 8-68 to 7-7-69). - 

Lemer Shops, apparel stores: No. n®, 

Eaton town, N.J, (salesclerk, stock c.er . 


FEDERAL REGISTER, VOL 33, NO. 184—FRIDAY, SEPTEMBER 20, 1968 








NOTICES 


11253 


credit cleric, between 6 percent and 25 per¬ 
cent 7-1-60 to 6-30-69); No. 120. Newport 
News Va. (salesclerk, cashier, credit clerk, 
between 11 percent and 20 percent, 7-1-68 
;oV-ll-69. Replacement). 

jjason’s Store, variety store; South Noble 
and I Streets, Anniston, Ala.; salesclerk, 
between 0.2 percent and 7 percent; 6-24-68 
to 6-23-69. 

UcCrory-McLellan-Green Stores, variety 
stores from 0-1-68 to 7-31-69 except as other¬ 
wise Indicated, salesclerk, stock clerk, office 
clerk except as otherwise indicated: No. 256, 
Clearwater, Fla. (salesclerk, office clerk, stock 
clerk, porter, between 4 percent and 18 per¬ 
cent, 8-7-68 to 8-6-69); No. 396, Punta Gorda, 
Fia. (between 8 percent and 15 percent. 7- 
13-68 to 7-12-69); No. 232, Wauchula, Fla. 
(salesclerk, stock clerk, office clerk, porter, 
between 10 percent and 30 percent); No. 389, 
Baltimore. Md. (between 27 percent and 38 
percent. 7-13-68 to 7-12-69); No. 255, Nor¬ 
folk. Nebr. (salesclerk, stock clerk, office 
clerk, porter, between 7 percent and 21 per¬ 
cent, 7-2-68 to 7-1-69); No. 218. Perth Am¬ 
boy. N.J. (between 19 percent and 37 per¬ 
cent); No. 397, Kutztown, Pa. (between 12 
percent and 23 percent, 7-8-68 to 6-26-69); 
No. 233, Sunbury, Pa. (between 15 percent 
and 32 percent, 7-1-68 to 6-30-69). 

Ifinlmax, food store; 5712 Manor Road, 
Austin, Tex.; package clerk, sacker, bottle 
clerk; 10 percent; 6-24-68 to 6-20-69. 

M. E. Moses Co., Inc., variety store; No. 36, 
Hurst, Tex.; salesclerk, checker; between 19 
percent and 50 percent; 8-7-68 to 8-6-69. 

G. C. Murphy Co„ variety store; No. 305, 
handover, Md.; salesclerk, office clerk, stock 
clerk. Janitorial; between 10 percent and 34 
percent; 8-7-68 to 8-6-69. 

Nelsner Brothers, Inc., variety store; No. 
61. San Antonio, Tex.; salesclerk, stock clerk, 
office clerk, Janitorial; between 13 percent 
and 33 percent; 8-1-68 to 7-31-69. 

Pence Pood Center, food store; sacker, 
stock clerk, carryout. Janitorial, checker; be¬ 
tween 8 percent and 25 percent; 7-15-68 to 
7-14-69. 

Piggly Wiggly, Inc„ food store; No. 31, 
Shreveport, La.; stock clerk, checker, sacker. 
clerk; 10 percent; 7-15-68 to 7-14-69. 

Reed Drug Co., drug stores from 7-22-68 
to 7-21-69. salesclerk, stock clerk, delivery 
clerk, cashier, between 38 percent and 40 
percent: 7810 Olson Highway, Minneapolis, 
Minn.; 505 South Lake Avenue, White Bear 
Lake, Minn. 


Rog tc Scotty’s Super Valu, food store; No. 
4. Council Bluffs. Iowa; carryout, stock 
clerk, produce clerk; between 32 percent and 
33 percent; 7-10-68 to 7-9-69. 

Rose's Stores, Inc., variety stores from 
7-15-68 to 7-14-69 except as otherwise Indi¬ 
cated. salesclerk, stock clerk except as other¬ 
wise Indicated: No. 177, Andalusia, Ala. 
(salesclerk, stock clerk, checker, between 13 
percent and 32 percent); No. 174, Hickory, 
«.C. (between 12 percent and 41 percent, 
7-0-68 to 7-7-69)-; No. 27. Warrenton, N.C. 
(salesclerk, stock clerk, office clerk, checker, 
between 13 percent and 29 percent, 7-8-68 
to 7-7-69); No. 176, Orangeburg, S.C. (be- 
pt n r, 6 percent 29 percent); No. 175, 
Hill. s.C. (salesclerk, checker, between 
xf ft P t rcent and 27 Percent); No. 105, Colum- 
16 a percent)' SaleSClerk ' between 3 percent and 


Store> varle ty stores from 6-27- 
m Jw 9 ex cept as- otherwise Indicated, < 
hi /L2 t0ck clerk ’ decker: No. 51. Ai 
Till \? 7 We en 0 percent and 38 percent) 
2fi lf olumbUfl . Ind. (between 10 percen 
in £ rcent > ; No - 12 «. Muncie, Ind. (bet 
percent and 26 percent; No. 28, ! 
^ between 6 percent and 16 
in ni' No l 132 ‘ Elizabethtown, Ky. (bet 
£ nd 26 P^cent-): No. 114, I 
8 on, Mich, (between 5 percent and 2C 


cent. 7-0-68 to 7-2-69); No. 906, Saginaw, 
Mich, (between 5 percent and 20 percent, 
7-8-68 to 7-7-69); No. 69. Brainerd, Minn, 
(between 0.6 percent and 25 percent, 7-22-68 
to 7-21-69); No. 124, Fremont, Nebr. (be¬ 
tween 6 percent and 16 percent); No. 22, 
Akron, Ohio (between 11 percent and 20 per¬ 
cent); No. 11, Cincinnati. Ohio (between 10 
percent and 26 percent): No. 110, Reynolds¬ 
burg. Ohio (between 11 percent and 20 per¬ 
cent); No. 52, Xenia. Ohio (between 11 per¬ 
cent and 23 percent); No. 135, Zanesville, 
Ohio (between 11 percent and 23 percent); 
No. 35. Erie, Pa. (between 6 percent and 18 
percent); No. 909. Erie. Pa. (between 6 per¬ 
cent and 18 percent. 7-22-68 to 7-21-69). 

Stuckey's Pecan Shoppe, food stores from 
7-1-68 to 6-30-69, salesclerk, checker, snack 
bar clerk, between 30 percent and 58 percent: 
No. 260, Dumont. Colo.; No. 197, Beverly, 
Kans.; No. 192, Grainfleld, Kans.; No. 250, 
Lindsberg. Kans. 

Super Drive Ina, food store; No. 5, Nash¬ 
ville, Tenn.; sacker, bottle clerk; between 21 
percent and 32 percent; 7-11-68 to 7-10-69. 

T. G. & Y. Stores Co., variety stores from 

7- 3-68 to 7-2-69 except as otherwise indi¬ 
cated. salesclerk, office clerk, stock clerk ex¬ 
cept as otherwise indicated, between 20 per¬ 
cent and 30 percent except as otherwise indi¬ 
cated: No. 571, Baldwin Park, Calif.; No. 526. 
Camarillo. Calif.; No. 549, Cerritos. Calif.; 
No. 556, El Cajon. Calif. (8-12-68 to 8-11-69); 
No. 531, El Monte. Calif.; No. 550, Escondido, 
Calif.; No. 595, Hemet. Calif.; Nos. 502 and 
558, Long Beach, Calif.; No. 615, Milpitas, 
Calif.; No. 512. North Hollywood, Calif.; No. 
507, OJai, Calif.; Noe. 505 and 610, Riverside, 
Calif.; Nos. 523 and 561, Riverside, Calif. 
(8-12-68 to 8-11-69); No. 623. Rohnert Park. 
Calif.: Nos. 511 and 532, Santa Barbara, Calif.; 
No. 575, Saugus, Calif.; No. 530, Thousand 
Oaks. Calif.; No. 514, West Covina, Calif.; 
No. 302, Kansas City. Kans. (between 9 per¬ 
cent and 28 percent, 6-22-68 to 6-21-69); No. 
424, Muskogee, Okla. (between 10 percent and 
16 percent); No. 87, Oklahoma City, Okla. 
(between 22 percent and 30 percent, 7-2-68 
to 7-1-69); No. 445, Tulsa, Okla. (between 24 
percent and. 30 percent). 7-9-68 to 7-8-69); 
No. 1701, Lake City, S.C. (salesclerk, stock 
clerk, between 18 percent and 30 percent, 

8- 12-68 to 8-11-69). 

Tom Thumb Stores. Inc., food store. No. 36, 
Dallas, Tex.; package clerk; between 11 per¬ 
cent and 15 percent; 7-17-68 to 7-16-69. 

Trojan Seed Co., agriculture from 6-21-68 
to 6-20-69, detasseler, between 0 percent and 
95 percent: Lake Crystal, Minn.; Welcome, 
Minn. 

Walker’s Shoe Store, shoe store; 516 Fourth 
Street, Sioux City, Iowa; stock clerk; between 
8 percent and 16 percent; 7-22-68 to 7-21-69. 

F. W. Woolworth Co., variety stores for 
the occupation of salesclerk except as other¬ 
wise indicated: No. 2677, Mount Vernon, Ill. 
(between 0 percent and 12 percent, 8-3-68 
to 8-2-69); No. 820, Lawrence, Kans. (between 
4 percent and 23 percent, 6-28-68 to 6-27- 
69); No. 474, Overland Park, Kans. (between 
4 percent and 23 percent, 7-26-68 to 7-25-69); 
No. 2371, Wichita, Kans. (between 2 percent 
and 13 percent, 6-24-68 to 6-23-69); No. 2120, 
Baton Rouge, La. (between 0.8 percent and 
7 percent, 7-3-68 to 7-2-69); No. 2249, 
Gretna, La. (between 5 percent and 22 per¬ 
cent. 7-6-68 to 7-5-69); Nos. 1894 and 1949, 
New Orleans, La. (between 5 percent and 
22 percent, 7-3-68 to 7-2-69); No. 2438, 
Ballwin, Mo. (between 9 percent and 15 per¬ 
cent. 6-28-68 to 6-27-69); No. 2660, St. Ann, 
Mo. (between 9 percent and 15 percent. 
6-28-68 to 6-27-69); No. 1169, Valley City, 
N. Dak. (salesclerk, stock clerk, cleanup, 
between 2 percent and 3 percent, 6-29-68 to 
6-28-69); No. 154, Houston, Tex. (between 
10 percent and 15 percent, 7-29-68 to 7-28- 
69); No. 2441, San Angelo, Tex. (between 
2 percent and 16 percent, 6-28-68 to 6-27-69). 


Each certificate has been issued upon 
the representations of the employer 
which, among other things, were that 
employment of full-time students at 
special minimum rates is necessary to 
prevent curtailment of opportunities for 
employment, and the hiring of full-time 
students at special minimum rates will 
not create a substantial probability of 
reducing the full-time employment op¬ 
portunities of persons other than those 
employed under a certificate. The certifi¬ 
cates may be annulled or withdrawn, as 
indicated therein, in the manner pro¬ 
vided in Part 528 of Title 29 of the Code 
of Federal Regulations. Any person ag¬ 
grieved by the issuance of any of these 
certificates may seek a review or recon¬ 
sideration thereof within 30 days after 
publication of this notice in the Federal 
Register pursuant to the provisions of 
29 CFR 519.9. 

Signed at Washington, D.C., this 30th 
day of September 1968. 

Robert G. Gronewald, 

Authorized Representative 

of the Administrator. 

[FJt. Doc. 68-11461; Filed. Sept. 19. 1968; 

8:47 a.ra.1 


INTERSTATE COMMERCE 
COMMISSION 

[Notice 691) 

MOTOR CARRIER TEMPORARY 
AUTHORITY APPLICATIONS 

September 16, 1968. 

The following are notices of filing of 
applications for temporary authority un¬ 
der section 210a(a) of the Interstate 
Commerce Act provided for under the 
new rules of Ex Parte No. MC-67 (49 
CFR Part 340), published in the Federal 
Register, issue of April 27.1965, effective 
July 1. 1965. These rules provide that 
protests to the granting of an applica¬ 
tion must be filed with the field official 
named in the Federal Reglster publica¬ 
tion, within 15 calendar days after the 
date of notice of the filing of the ap¬ 
plication is published in the Federal 
Register. One copy of such protest must 
be served on the applicant, or its author¬ 
ized representative, if any, and the pro¬ 
tests must certify that such service has 
been made. The protests must be specific 
as to the service which such protestant 
can and will offer, and must consist of 
a signed original and six copies. 

A copy of the application is on file, and 
can be examined at the Office of the Sec¬ 
retary, Interstate Commerce Commis¬ 
sion, Washington, D.C., and also In the 
field office to which protests are to be 
transmitted. 

Motor Carriers of Property 

No. MC 102682 (Sub-No. 256 TA) (Cor¬ 
rection), filed September 4, 1968, pub¬ 
lished Federal Register issue of Septem¬ 
ber 11,1968, and republished as corrected 
this issue. Applicant: HUGHES TRANS¬ 
PORTATION, INC., Post Office Box 
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10287, Charleston, S.C. 29411. Applicant’s 
representative: Frank B. Hand, Jr.. The 
Perpetual Building, 1111 E Street NW., 
Washington. D.C. 20004. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Classes A and B explosives, 
component parts (not including ingre¬ 
dients), thereof, ammunition not classi¬ 
fied as a dangerous or less dangerous ex¬ 
plosives, and empty ammunition con¬ 
tainers, between points within 5 miles 
of West Jefferson, Ohio, not including 
West Jefferson, on the one hand, and, 
on the other, the site of Camp Atterbury, 
Ind., points in that part of Louisiana east 
of the Mississippi River and points in 
Delaware. Florida, Georgia, Kentucky, 
Maryland, Mississippi, New Jersey, North 
Carolina, Pennsylvania, South Carolina, 
Virginia, and West Virginia with service 
at West Jefferson, Ohio, restricted to the 
interchange of traffic with other motor 
carriers which presently may interchange 
traffic with applicant at the site of the 
Blue Grass Ordnance Depot near Rich¬ 
mond, Ky. ( and points within 3 miles 
of such -depot, for 180 days. Note: The 
purpose of this republication is to cor¬ 
rectly set forth the restriction. Support¬ 
ing shipper: E. I. du Pont de Nemours & 
Co., Wilmington, Del. 19838. Send pro¬ 
tests to: Arthur B. Abercrombie, District 
Supervisor, Interstate Commerce Com¬ 
mission. 601A Federal Building, 901 Sum¬ 
ter Street, Columbia. S.C. 29201. 

No. MC 127505 (Sub-No. 17 TA), filed 
September 11, 1968. Applicant: RALPH 
BOELK, doing business as R. H. BOELK 
TRUCK LINES, 1201 14th Avenue, 
Mendota, Ill. 61342. Applicant’s repre¬ 
sentative: Ralph H. Boelk, 1201 14th 
Avenue, Mendota, HI. 61342. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Electric motors, from Earl- 
ville, HI., to Cranston, R.I., for 180 days. 
Supporting shipper: Marathon Electric 
Manufacturing Co., Earlville, HI. 60518. 
Send protests to: William E. Gallagher, 
District Supervisor, Interstate Com¬ 
merce Commission, Bureau of Opera¬ 
tions, 219 South Dearborn Street, Chi¬ 
cago, HI. 60604. 


No. MC 133089 (Sub-No. 1 TA), filed 
September 10, 1968. Applicant: CLAUDE 
W. CONCELMAN, 7826 Ladore Street, 
Commerce City, Colo. 80022. Applicant’s 
representative: Kenuff D. Wolford, 946 
Metropolitan Building, 1612 Court Place, 
Denver, Colo. 80202. Authority sought to 
operate as a contract carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Camper coaches and camper bodies 
designed to be installed on pick-up 
trucks, with or without equipment, fix¬ 
tures or appliances, from points in Colo¬ 
rado to points in the States of Minnesota, 
Utah, Wyoming, New Mexico, and 
Nebraska, for 180 days. Supporting ship¬ 
per: Aspen Campers, 2504 Spruce, 
Boulder, Colo. 80302. Send protests to: 
District Supervisor C. W. Buckner, In¬ 
terstate Commerce Commission, Bureau 
of Operations, 2022 Federal Building, 
1961 Stout Street, Denver, Colo. 80202. 

No. MC 133151 TA, filed September 10, 
1968. Applicant: V. C. BILBO, JR., doing 
business as BILBO FREIGHT LINES, 
2722 Singleton Boulevard, Dallas, Tex. 
75212. Applicant’s representative: Lan- 
ham and Hatchell, Perry-Brooks Build¬ 
ing, Austin, Tex. 78701. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Roofing, siding and incidental build¬ 
ing materials and supplies used in the 
manufacture and/or distribution of roof¬ 
ing and siding, from plantsite of GAF 
Corp., Dallas, Tex., to points in Okla¬ 
homa, Arkansas, Louisiana, and New 
Mexico, for 180 days. Note: Applicant 
does not intend to tack with existing au¬ 
thority. Supporting shipper: GAF Corp., 
Building & Industrial Products Division, 
South Bound Brook, N.J. Note: Shipper 
is successor in interest to Ruberoid. Send 
protests to: E. K. Willis, Jr., District Su¬ 
pervisor, Interstate Commerce Commis¬ 
sion, Bureau of Operations, 513 Thomas 
Building, 1314 Wood Street, Dallas, Tex. 
75202. 

No. MC 133154 TA, filed September 11. 
1968. Applicant: DICK BELL TRUCK¬ 
ING, INC., 16036 Valley Boulevard, Fon¬ 
tana, Calif. 92335. Applicant’s represen¬ 
tative: Fred D. Preston, Suite 605, 5820 
Wilshire Boulevard, Los Angeles, Calif. 
90036. Authority sought to operate as a 


contract carrier, by motor vehicle, over 
irregular routes, transporting: New fibre 
and metal drums, from Santa Ana. Cali! 
to Las Cruces, N. Mex., for 180 days’ 
Supporting shipper: Cal-Compack Foods 
Inc., 4906 West Bolsa Avenue, Santa Ana 
Calif. 92702. Send protests to: District 
Supervisor Harrison, Interstate Com¬ 
merce Commission. Bureau of Opera¬ 
tions. Room 7708 Federal Building, 300 
North Los Angeles Street, Los Angeles 
Calif. 90012. 

Motor Carrier of Passengers 

No. MC 133048 (Sub-No. 1 TA), filed 
September 11, 1968. Applicant: JAMES 
D. KINNEY AND B. R. LINDSEY, doing 
business as PIONEER TRANSIT LINES, 
333 East Collins Drive, Casper, Wyo. 
82601. Authority sought to operate as a 
common carrier, by motor vehicle, over 
regular routes, transporting: Passengers 
and their baggage and express, news¬ 
papers and mail, in the same vehicle with 
passengers, between Casper, Wyo., and 
Medicine Bow, Wyo., over Wyoming 
Highway 220 and U.S. Highway 287 and 
also between Casper, Wyo., and Medicine 
Bow, Wyo., over Wyoming Highway 220 
to a point approximately 20 miles, thence 
over Wyoming Highway 487 to Medicine 
Bow, Wyo., serving all intermediate 
points between Casper and Rawlins, 
Wyo., ’and Casper and Medicine Bow, 
Wyo., for 120 days. Note: Applicant also 
proposes to perform Charter Operations 
beginning and ending at points on the 
above routes, and extending to points in 
the United States. Supporting shipper: 
There are approximately (13) statements 
of support attached to the application, 
which may be examined here at the 
Interstate Commerce Commission in 
Washington, D.C., or copies thereof 
which may be examined at the field 
office named below. Send protests to: 
Paul A. Naughton, District Supervisor, 
Interstate Commerce Commission, Bu¬ 
reau of Operations, 255 North Center 
Street, Casper, Wyo. 82601. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary. 

fF.R. Doc. 68-11457; Filed, Sept. 19. 1968; 

8:47 a.m.J 
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PROPOSED RULE MAKING 


DEPARTMENT OF LABOR 

Bureau of Labor Standards 

[41 CFR Parts 50-201, 50-204 ] 
FEDERAL SUPPLY CONTRACTS 
Safety and Health Standards 

On the basis of the experience of the 
Department of Labor in administering 
the safety and health standards for fed¬ 
eral supply contracts (41 CFR Part 50- 
204) established pursuant to the Walsh- 
Healey Public Contracts Act (41 U.S.C. 
35 et seq.) and of recommendations re¬ 
garding them which have been received 
from many organizations and individu¬ 
als, including the AFL-CIO, Electronic 
Industries Association, American Indus¬ 
trial Hygiene Association, and Manufac¬ 
turing Chemists’ Association, I hereby 
propose to revise 41 CFR Part 50-204 
and 41 CFR 50-201.502 to read as set 
forth below. This proposal is made under 
authority contained in sections 1 and 4 
of the Walsh-Healey Public Contracts 
Act (41 U.S.C. 35 and 38) and in 5 U.S.C. 
556(e). 

In order that interested persons may 
have an opportunity to participate in 
the rule making process, oral data, views, 
or argument will be received by hearing 
examiner E. West Parkinson or John B. 
Mealy on November 6, 1968, beginning at 
1 p.m. in Room 216B of the U.S. Depart¬ 
ment of Labor Building at 14th Street 
and Constitution Avenue NW., Washing¬ 
ton, D.C. 

Any person may participate in oral 
proceedings by filing (by mail) a notice 
of his intention to do so with the Di¬ 
rector, Bureau of Labor Standards, Wage 
and Labor Standards Administration, 
U.S. Department of Labor, Washington, 
D.C. 20212, at least 10 days before the 
date above set for them. The notice shall 
state the name and address of the person 
who is to appear, specify his interest, and 
indicate the amount of time his presenta¬ 
tion will require. Interested persons may 
also submit written data, views, or argu¬ 
ment by mailing them in quadruplicate to 
the Director of the Bureau of Labor 
Standards not later than 5 days before 
the date of the oral proceedings. 

The oral proceedings shall be reported, 
and transcripts shall be available to any 
interested person on such terms as the 
hearing examiner may provide. The 
hearing examiner shall regulate the 
course of the oral presentations, dispose 
of procedural requests, objections, and 
comparable matters and confine the 
presentations to matters pertinent to this 
proposal. He shall have discretion to 
keep the record open for a reasonable, 
stated time to receive written recom¬ 
mendations and supporting reasons and 
additional data, views or argument from 
persons who have participated in the 
oral proceedings. 

Upon completion of the oral proceed¬ 
ings, the transcript thereof, together with 
the exhibits, written submissions and all 
posthearing recommendations and sup¬ 
porting reasons shall be certified to the 
Secretary of Labor. Upon consideration 
of such matters and of such other in¬ 
formation as may be available, the Secre¬ 
tary will issue such regulations as he will 
deem appropriate. 


1. Part 50-204 of Title 41 of the Code 
of Federal Regulations is proposed to be 
revised to read as follows: 


PART 50-204—SAFETY AND HEALTH 
STANDARDS FOR FEDERAL SUPPLY 
CONTRACTS 


Sec. 

50-204.1 

50-204.2 

50-204.10 

50-204.20 

50-204.21 

50-204.22 

50-204.23 

50-204.24 

50-204.25 

50-204.26 

50—204.27 

50-204.28 

50-204.29 

50-204.30 

50-204.31 


50-204.32 

50-204.33 

50-204.34 


50-204.35 

50-204.50 

50-204.60 

50-204.61 

50-204.62 

50-204.63 

60-204.64 

50-204.65 

50-204.66 

50-205.67 

50-204.68 

50-204.69 

50-204.70 

50-204.71 

50-204.72 

50-204.73 

50-204.74 


50-204.75 


Scope and application. 

General safety and health stand¬ 
ards. 

Occupational noise exposure. 

Definitions—radiation. 

Exposure of individuals to radia¬ 
tion in restricted areas. 

Exposure to airborne radioactive 
material. 

Precautionary procedures and 
personnel monitoring. 

Caution signs, labels, and signals. 

Exceptions from posting require¬ 
ments. 

Exemptions for radioactive mate¬ 
rials packaged for shipment. 

Instruction of personnel posting. 

Storage of radioactive materials. 

Waste disposal. 

Notification of Incidents. 

Reports of over-exposure and ex¬ 
cessive levels and concentra¬ 
tions. 

Records. 

Disclosure to former employee of 
individual employee’s record. 

A EC licensees—AEC contractors 
operating AEC plants and facili¬ 
ties—AEC-agreement State li¬ 
censees or registrants. 

Radiation standards for mining. 

Harmful gases, vapors, fumes, 
dusts, and mists. 

Material handling and storage. 

Tools and equipment. 

Point of operation guarding. 

Medical services and first aid. 

Personal protective equipment. 

Standards for visual inspection of 
compressed gas cylinders. 

Acetylene. 

Acetylene transmission for chemi¬ 
cal synthesis. 

Acetylene cylinder charging 
plants. 

Oxygen. 

Hydrogen. 

Nitrous oxide. 

Compressed gases. 

Safety relief devices for com¬ 
pressed gas containers. 

Safe practices for welding and 
cutting on containers which 
have held combustibles. 

Traffic safety. 


Authority: The provisions of this Part 
50-204 issued under secs. 1, 4. 49 Stat. 2036, 
2038, as amended; 41 U.S.C. 35, 38; 5 U.S.C. 
556. 


§ 50-201.1 Scope a ml application. 

(a) The Walsh-Healey Public Con¬ 
tracts Act requires that contracts entered 
into by any agency of the United States 
for the manufacture or furnishing of 
materials, supplies, articles, and equip¬ 
ment in any amount exceeding $10,000 
must contain, among Other provisions, 
a stipulation that “no part of such con¬ 
tract will be performed nor will any of 
the materials, supplies, articles, or equip¬ 
ment to be manufactured or furnished 
under said contract be manufactured or 
fabricated in any plants, factories, build¬ 
ings, or surroundings or under working 
conditions which are unsanitary or haz¬ 
ardous or dangerous to the health and 
safety of employees engaged in the per¬ 
formance of said contract” (41 U.S.C. 
35(e)). This Part 50-204 expresses cer¬ 
tain minimum safety and health stand¬ 


ards which will be applied in the admin, 
istration and enforcement of the Act 
including proceedings under its section 
5 and Part 50—203 of this chapter, bub- 
part A, to determine whether particular 
contracts subject to the Act are being 
or have been, performed in compliance 
with its safety and health requirements 

(b) Except as provided in paragraph 

(c) of this section, every investigator 
conducting investigations, and very offi¬ 
cer of the Department of Labor review- 
ing, analyzing, and evaluating investiga¬ 
tions, or determining whether there are 
or have been violations of the safety and 
health requirements of the Walsh-Healey 
Public Contracts Act or of any contract 
subject thereto and the terms on which 
there may be a settlement of issues with¬ 
out resort to administrative or judicial 
litigation, will assume that failure to 
comply with, or violation of, any of the 
safety and health measures provided In 
this Part 50-204 results in working con¬ 
ditions which are “unsanitary or hazard¬ 
ous or dangerous to the health and safety 
of employees” within the meaning of 
section 1(e) of the Act and the contract 
stipulation it requires. 

(c) In formal enforcement proceed¬ 
ings under section 5 of the Act, respond¬ 
ents will be permitted to demonstrate, by 
reliable, substantial, and probative evi¬ 
dence, that their failure to comply with 
the safety and health requirements ex- 
pressed in this Part 50-204 has not re¬ 
sulted in working conditions which were 
or are unsanitary or hazardous or dan¬ 
gerous to employees. They may antici¬ 
pate that evidence will be adduced on 
behalf of the Department of Labor to 
support the assumption expressed in 
paragraph (b) of this section. Officers 
making decisions will do so in accordance 
with Subpart A of Part 50-203 of this 
chapter. 

(d) The standards expressed in this 
Part 50-204 are for application to ordi¬ 
nary employment situations and do not 
preclude proof or recognition of the 
necessity for higher standards for em¬ 
ployment situations of extraordinary 
hazard. Neither do the standards ex¬ 
pressed in this Part 50-204 purport to 
describe all of the working conditions 
which are unsanitary or hazardous or 
dangerous to the health and safety of 
employees. Other working conditions 
may be found to be unsanitary* or haz¬ 
ardous or dangerous to the health ana 
safety of employees on evidence to that 
effect or without such evidence where 
such unsanitary or hazardous or danger¬ 
ous characteristics should be apparent 
to a rational and prudent person of com¬ 
mon experience. 

(e) Compliance with the standards 
expressed in this Part 50-204 will not ie- 
lieve anyone from any obligation he may 
have to comply with any stricter stana- 
ard, such as State or local law, ordinance, 
or collective bargaining agreement. 

§ 50-204.2 General safety and bealtb 
standards. 

Every contractor shall protect the 
safety and health of his employees oy 
complying with the applicable standards* 
specifications, and codes developed a 
published by any agency of the unite 
States and by the following organiz - 
tions: 
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polled States of America Standards Insti¬ 
tute (American Standards Association); 
National Fire Protection Association; 

American Society of Mechanical Engineers; 

and 

American Society for Testing and Materials. 
Information as to the standards, specifi¬ 
cations, and codes applicable to a partic¬ 
ular contract or invitation for bids and 
as to the places where such documents 
and those incorporated by reference in 
other sections of this Part may be ob¬ 
tained is available at the Office of the 
Director of the Bureau of Labor Stand¬ 
ards, U.S. Department of Labor, Railway 
Labor Building, Washington, D.C. 20212, 
and at any of the following regional of¬ 
fices of the Bureau: 

1 . North Atlantic Region, 341 Ninth Av¬ 
enue. Room 020. New York, N.Y. 10001 (Con¬ 
necticut, Maine. Massachusetts, New Hamp¬ 
shire, New York, Rhode Island. Vermont, 
New Jersey, and Puerto Rico). 

2. Middle Atlantic Region, 1110-A or B 
Pederal Building. Charles Center. 31 Hop¬ 
kins Plaza, Baltimore. Md. 21201 (Delaware, 
District of Columbia, Maryland, North Caro¬ 
lina, Pennsylvania, Virginia, and West Vir¬ 
ginia). 


3. South Atlantic Region, 1371 Peachtree 
Street NE„ Suite 723. Atlanta. Ga. 30309 
(Alabama. Florida. Georgia, Mississippi, 
South Carolina, and Tennessee). 

4. Great Lakes Region, 848 Federal Office 
Building, 219 South Dearborn Street, Chicago, 
Ill. 60604 (Illinois, Indiana, Kentucky, Michi¬ 
gan. Minnesota, Ohio, and Wisconsin). 

5. Mid-Western Region, 1906 Federal Office 
Building. 911 Walnut Street, Kansas City, 
Mo. 64106 (Colorado, Idaho, Iowa. Kansas, 
Missouri. Montana. Nebraska, North Dakota, 
South Dakota, Utah, and Wyoming). 

6. West Gulf Region, Room 601, Mayflower 
Building. 411 North Akard Street, Dallas. 
Tex. 75201 (Arkansas, Louisiana, New Mexico, 
Oklahoma, and Texa$). 

7. Pacific Region, 10353 Federal Building. 
450 Golden Gate Avenue, Box 36017, San 
Francisco, Calif. 94102 (Alaska, Arizona, Cali¬ 
fornia, Hawaii, Nevada, Oregon, Washington, 
and Guam). 

§ 50—204.10 Occupational noise expo¬ 
sure. 

(a) The maximum permissible steady 
(or equivalent) noise level in the working 
environment shall not exceed 85 decibels. 
Every employer shall utilize every feasible 
engineering method to control noise 


levels. Such methods of control include 
reducing the amount of noise produced at 
the source, reducing the amount trans¬ 
mitted through the air, and substituting 
quieter procedures or machinery. 

(b) Where the noise is not steady the 
equivalent steady noise level is deter¬ 
mined by the following procedure: The 
duration over 1 week of each clearly 
distinguishable sound level is located in 
column 1 of Table I following this para¬ 
graph (b) and the partial noise exposure 
is read at the intersection of this row 
with the appropriate sound level column. 
The partial noise exposures thus ob¬ 
tained are added arithmetically. The sum 
is the composite noise exposure. The con¬ 
tinuous noise exposure equivalent to the 
composite noise exposure is then read 
from Table II next following Table I. If 
the variations in noise level involve max¬ 
ima at intervals of 1 second or less it is 
to be considered steady. If the intervals 
are more than one second and the dura¬ 
tion of the maxima are less than 1 second 
each, maximum is to be considered as 
1 second. 


Table I.—Duration/Week 


Hours 

Min- 

Sound level dBA 


ute 





























80 

82 

84 

80 

88 

90 

92 

94 

96 

98 

100 

102 

104 

106 

108 

no 

112 

114 

116 

118 

120 

122 

124 

126 

128 

130 


10 









5 

6 

6 

5 

10 

10 

16 

20 

25 

30 

40 

50 

65 

70 

90 

no 

140 

165 


12 









5 

5 

5 

10 

10 

15 

20 

25 

30 

35 

45 

55 

70 

85 

105 

135 

165 

200 


14 









6 

6 

6 

10 

15 

15 

20 

30 

35 

45 

65 

65 

80 

100 

125 

155 

195 



16 | 







5 

5 

5 

10 

10 

15 

20 

26 

30 

40 

50 

60 

76 

90 

115 

145 

180 
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5 

6 

10 

15 

15 

20 

30 

35 

45 

55 

70 

85 

105 

130 

160 

200 




20 








5 

5 

10 

10 

15 

20 

25 

30 

40 

60 

60 

75 

05 

115 

145 

180 
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5 
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10 

16 

20 

25 

30 

40 
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65 

75 

95 

120 

145 

180 
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5 

6 

10 

10 

15 

20 

30 

35 

45 

60 

75 

90 

115 

145 
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10 

15 

20 

30 
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65 
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35 
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Table II 


Equivalent 
Composite continuous 
noise sound level 

exposure dBA 

10 .. 80 

15. 82 

20 _ 83 

25 _ 84 

30- 85 

40_ 86 

50 . 87 

60 . 88 

80 .. 89 

100. 90 

125 . 91 

150. 92 

180 . 93 

210 _ 94 

250 . 95 


§ 50—204.20 Definitions—radiation. 

As used in this part: 

(a) “Radiation” includes alpha rays, 
beta rays, gamma rays, X-rays, neutrons, 
high-speed electrons, high-speed protons, 
and other atomic particles; but such 
term does not include sound or radio 
waves, or visible light, or infrared or ul¬ 
traviolet light. 

(b) “Radioactive material” means any 
material which emits, by spontaneous 
nuclear disintegration, corpuscular or 
electromagnetic emanations. 

(c) “Restricted area” means any area 
access to which is controlled by the em¬ 
ployer for purposes of protection of in¬ 
dividuals from exposure to radiation or 
radioactive materials. 

(d) “Unrestricted area” means any 
area access to which is not controlled by 
the employer for purposes of protection 
of individuals from exposure to radiation 
or radioactive materials. 

(e) “Dose” means the quantity of 
ionizing radiation absorbed, per unit of 
mass, by the body or by any portion of 
the body. When the regulations in this 
part specify a dose during a period of 
time, the dose is the total quantity of 
radiation absorbed, per unit of mass, by 
the body or by any portion of the body 
during such period of time. Several dif¬ 
ferent units of dose are in current use. 
Definitions of units as used in this part 
are set forth in paragraphs (f) and (g) 
of this section. 

(f) “Rad” means a measure of the 
dose of any ionizing radiation to body 
tissues in terms of the energy absorbed 
per unit of mass of the tissue. One rad is 
the dose corresponding to the absorption 
of 100 ergs per gram of tissue (1 millirad 
(mrad) =0.001 rad). 

(g) “Rem” means a measure of the 
dose of any ionizing radiation to body 
tissue in terms of its estimated biological 
effect relative to a dose of 1 roentgen 
(r) of X-rays (1 millirem (mrem) =0.001 
rem). The relation of the rem to other 
dose units depends upon the biological 
effect under consideration and upon the 
conditions for irradiation. Each of the 
following is considered to be equivalent 
to a dose of 1 rem: 

(1) A dose of 1 r. due to X- or gamma 
radiation; 

(2) A dose of 1 rad due to X-, gamma, 
or beta radiation; 


(3) A dose of 0.1 rad due to neutrons 
or high energy protons; 

(4) A dose of 0.05 rad due to particles 
heavier than protons and with sufficient 
energy to reach the lens of the eye; 

(5) If it is more convenient to meas¬ 
ure the neutron flux, or equivalent, than 
to determine the neutron dose in rads, 
as provided in subparagraph (3) of this 
paragraph, one rem of neutron radia¬ 
tion may, for purposes of the regulations 
in this part, be assumed to be equivalent 
to 14 million neutrons per square centi¬ 
meter incident upon the body; or, if there 
is sufficient information to estimate with 
reasonable accuracy the approximate 
distribution in energy of the neutrons, 
the incident number of neutrons per 
square centimeter equivalent to 1 rem 
may be estimated from the following 
table: 

Neutron Flux Dose Equivalents 


Number of Averago flux to 
Neturon enerpy neutrons per deliver 100 

(million electron square centimeter millirem in 


volts [Mev]) equivalent to a 40 hours 

tfosc of l rem (neutrons/cm* 


Thermal. 970X10* 070 

0.0001. 720X10* 500 

0.005. 820X10* 570 

0.02. 400X10* 280 

0.1. 120X10* 80 

0.5. 43X10* 30 

1.0 . 20X10* 18 

2.5 . 29X10* 20 

5.0- 20X10* 18 

7.5 . 24X10* 17 

10. 24X10* 17 

10 to 30. 14X10* 10 


(h) For determining exposures to X- 
or gamma rays up to 3 Mev., the dose lim¬ 
its specified in this part may be assumed 
to be equivalent to the “air dose.” For 
the purpose of this part “air dose” means 
that the dose is measured by a properly 
calibrated appropriate instrument in air 
at or near the body surface in the region 
of the highest dosage rate. 

§ a0-204.21 Exposure of individuals lo 
radiation in restricted areas. 

(a) Except as provided in paragraph 

(b) of this section, no employer shall 
possess, use, or transfer sources of ioniz¬ 
ing radiation in such a manner as to 
cause any individual in a restricted area 
to receive in any period of one calendar 
quarter from sources in the employer’s 
possession or control a dose in excess of 
the limits specified in the following 
table: 

Rems per 
calendar 
quarter 

1. Whole body: Head and trunk; ac¬ 

tive blood-forming organa; lens of 
eyes; or gonads- 1*4 

2. Hands and forearms; feet and 

ankles _ 18% 

3. Skin of whole body_ 7% 

< b) An employer may permit an indi¬ 
vidual in a restricted area to receive 
doses to the whole body greater than 
those permitted under paragraph (a) of 
this section, provided: 

(1) During any calendar quarter the 
dose to the whole body shall not exceed 
3 rems; and 


(2> The dose to the whole body, when 
added to the accumulated occupational 
dose to the whole body, shall not exceed 
5 (N-18) rems, where “N” equals the in¬ 
dividual’s age in years at his last birth¬ 
day; and 

(3) The employer maintains adequate 
past and current exposure records which 
show that the addition of such a dose 
will not cause the individual to exceed 
the amount authorized in this paragraph. 
As used in this paragraph * Dose to the 
whole body” shall be deemed to include 
any dose to the whole body, gonads, ac¬ 
tive blood-forming organs, head and 
trunk, or lens of the eye. 

(c) No employer shall permit any em¬ 
ployee who is under 18 years of age to 
receive in any period of one calendar 
quarter a dose in excess of 10 percent of 
the limits specified in the table in para¬ 
graph (a) of this section. 

(d> “Calendar quarter” means any 3- 
month period determined as follows: 

(1) The first period of any year may 
begin on any date in January: Provided, 
That the second, third, and fourth pe¬ 
riods accordingly begin on the same date 
in April, July, and October, respectively, 
and that the fourth period extends into 
January of the succeeding year, if neces¬ 
sary to complete a 3-month quarter. Dur¬ 
ing the first year of use of this method 
of determination, the first period for that 
year shall also include any additional 
days in January preceding the starting 
date for the first period; or 

(2) The first period in a calendar year 
of 13 complete, consecutive calendar 
weeks; the second period in a calendar 
year of 13 complete, consecutive calendar 
weeks; the third period in a calendar 
year of 13 complete, consecutive calendar 
weeks; the fourth period in a calendar 
year of 13 complete, consecutive calendar 
weeks. If at the end of a calendar year 
there are any days not falling within 
a complete calendar week of that year, 
such days shall be included within the 
last complete calendar week of that year 
If at the beginning of any calendar year 
there are days not falling within a com¬ 
plete calendar week of that year, such 
days shall be included within the last 
complete calendar week of the previous 
year; or 

(3) The four periods in a calendar 
year may consist of the first 14 complete, 
consecutive calendar weeks; the next 12 
complete, consecutive calendar weeks; 
the next 14 complete, consecutive calen¬ 
dar weeks; and the last 12 complete, con¬ 
secutive calendar weeks. If at the end of 
a calendar year there are any days not 
falling within a complete calendar week 
of that year, such days shall be included 
(for purposes of this part) within the 
last complete calendar week of that year. 
If at the beginning of any calendar year 
there^are days not falling within a com¬ 
plete calendar week of that year, suen 
days shall be included (for purposes oi 
this part) within the last complete cal¬ 
endar week of the previous year. 

(4) No employer shall change the 
method used by him to determine calen¬ 
dar quarters except at the beginning o 
a calendar year. 
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g. For purposes of Table I, Column 1— 

ty tQ-tf. 

b For puqjoses of Table I, Column 2— 

4X10*. 

c. For purposes of Table n. Column 1— 
jxio- M . 

d. For purposes of Table II, Column 2— 

3 3 1 If any of the conditions specified below 
are met, the corresponding values specified 
below may be used in lieu of those specified 
Id paragraph 2 above. 

a. If the identity of each Tadionucllde in 
the mixture is known but the concentration 
of one or more of the radionuclides in the 


mixture is not known, the concentration limit 
for the mixture is the limit specified in the 
appendix for the radionuclide in the mixture 
having the lowest concentration limit; or, 

b. If the identity of each radionuclide In 
the mixture is not known, but it is known 
that certain radionuclides specified in the 
appendix are not present in the mixture, 
the concentration limit for the mixture is 
the lowest concentration limit specified in 
the appendix for any radionuclide which is 
not known to be absent from the mixture; 
or, 

c. Element (atomic number) and isotope: 


Table I Table II 


Column 1 Column 2 Column 1 Column 2 
Air Water Air Water 

Gic/ml) O&c/ml) (jtc/nil) G*c/ml) 


If it is known that Sr 90,1 125, I 126, I 129. I 131, (I 133. Table II 
only), Pb 210, i’o 210, At 211, Ra 223, Ha 224, Ra 220, Ac 227, 

Ra 2B. Th 230, Pa 231, Th 232, Th-nat, Cm 248, Cf 254, and Fm 

2S6 arc not present..... -.- 

if it Is known that Sr 90,1 125, I 126, I 129. (I 131, I 133, Table II 
only), Pb 210. Po 210. Ra 223, Ra 226, Ra 228, Pa 231, Th-nat, 

Cm 24X, Cf 254. and Fin 256 are not present.—...- 

If it is known that Sr 90, I 129, a 125, I 126, I 131. Table II only), 

Pb 210, Ha 226, Ra 228, Cm 248, and Cf 254 are not present.. 

If It U known that (I 129, Table II only), Ra 226, anu Ra 228 are 

not present------— 

If It is known that alpha-emitters and Sr 90, I 129, Pb 210, Ac 227, 

Ra 228, Pa 230, Pu 241, and Bk 240 are not present __. 3XUH --- 

If tt is known that nlpha-nmitters and Pb 210, Ac 227, Ra 228, and 

l^a 241 are not present-- 3X10~“ — 

If it is known that alpha-emitters and Ac 227 are not present.- 3X10~u- 

If it b known that Ac 227, Th 230, Pa 231. Pu 238, Pu 239, Pu 240, 

Pa 242. Pu 244, Cm 248, Cf 249 and Cf 251 are not present. 3X10-** .... 


9X10-*. 

6XNH_— 

2X10-*_ 

3X10*- 

.. ixio-»_ 

_ 1X10-U_ 

. 1XH>~ U 

_ ixio-»_ 


3X10* 

2X10* 

6XKH 

1X10* 


4. If the mixture of radionuclides (Consists 
of uranium and its daughter products in ore 
dust prior to chemical processing of the 
uranium ore, the values specified below may 
be used In lieu of those determined in ac¬ 
cordance with paragraph 1 above or those 
specified in paragraphs 2 and 3 above. 

a. For purposes of Table I, Column 1, 
1X10* 1 " /ic/ml gross alpha activity; or 
2.5 x 10-“ AC/ml natural uranium; or 75 
mlcrograms per cubic meter of air natural 
uranium. 

b. For purposes of Table II, Column 1. 
3X10-U AC/ml gross alpha activity; or 
8X10-“ AC/ml natural uranium; or 3 mlcro- 
Krons p Cr cubic meter of air natural 

uranium. 

5. For purposes of this note, a radionuclide 
may be considered as not present in a mix¬ 
ture if (a) the ratio of the concentration of 
that radionuclide in the mixture (Ca) to the 
concentration limit for that radionuclide 
specified in Table II of this Appendix (MPC.) 

does not exceed 1/10, (i.e„ ^ 4 ^^) and 

(b) the sum of such ratios for all radio¬ 
nuclides considered as not present in the 
mixture does not exceed 1/4 (l.e.. 

Cm . Cb . 1\ 

MPC, MPCb ' ** “4/ * 

§ 50-204.23 Precautionary procedures 
and personnel monitoring. 

(a) Every employer shall make such 
surveys as may be necessary for him to 
comply with the regulations in this part. 
Survey'* means an evaluation of the 
radiation hazards incident to the produc¬ 
tion, use, release, disposal, or presence of 
radioactive materials or other sources of 
radiation under a specific set of condi¬ 
tions. When appropriate, such evaluation 
Includes a physical survey of the location 
or materials and equipment, and meas¬ 
urements of levels of radiation or 


concentrations of radioactive material 
present. 

(b) Every employer shall supply ap¬ 
propriate personnel monitoring equip¬ 
ment, such as film badges, pocket 
chambers, pocket dosimeters, or film 
rings, to, and shall require the use of 
such equipment by: 

(1) Each employee who enters a re¬ 
stricted area under such circumstances 
that he receives, or is likely to receive, a 
dose in any calendar quarter in excess of 
25 percent of the applicable value speci¬ 
fied in paragraph (a) of § 50-204.21; and 

(2) Each employee under 18 years of 
age who enters a restricted area under 
such circumstances that he receives, or 
is likely to receive, a dose in any calendar 
quarter in excess of 5 percent of the 
applicable value specified in paragraph 

(a) of § 50-204.21; and 

(3) Each employee who enters a high 
radiation area. 

(c) As used in this part: 

(1) “Personnel monitoring equipment” 
means devices designed to be worn or 
carried by an individual for the purpose 
of measuring the dose received (e.g., film 
badges, pocket chambers, pocket dosim¬ 
eters, film rings, etc.); 

(2) “Radiation area” means any area, 
accessible to personnel, in which there 
exists radiation at such levels that a 
major portion of the body could receive 
in any one hour a dose in excess of 5 mil¬ 
lirem, or in any 5 consecutive days a dose 
in excess of 100 millirem; and 

(3) “High radiation area” means any 
area, accessible to personnel, in which 
there exists radiation at such levels that 
a major portion of the body could receive 
in any one hour a dose in excess of 100 
millirem. 


§ 50-201.24 Caulion signs, labels, ami 
signals. 

(a) General. (1) Symbols prescribed 
by this section shall use the conventional 
radiation caution colors (magenta or 
purple on yellow background). The sym¬ 
bol prescribed by this section is the con¬ 
ventional three-bladed design: 

Radiation Symbol 

1 Cross-hatched area is to be magenta or 
purple. 

2 Background is to be yellow. 


I 


(2) In addition to the contents of 
signs and labels prescribed in this sec¬ 
tion, employers may provide on or near 
such signs and labels any additional in¬ 
formation which may be appropriate in 
aiding individuals to minimize exposure 
to radiation or to radioactive material. 

(b) Radiation areas. Each radiation 
area shall be conspicuously posted wi th a 
sign or signs bearing the radiation’cau¬ 
tion symbol and the words: 

CAUTION * 

Radiation Area 

(c) High radiation area. (1) Each 
high radiation area shall be conspicu¬ 
ously posted with a sign or signs bearing 
the radiation caution symbol and the 
words: 

CAUTION 3 
High Radiation Area 

(2) Each high radiation area shall be 
equipped with a control device which 
shall either cause the level of radiation 
to be reduced below that at which an in¬ 
dividual might receive a dose of 100 mil- 
lirems in 1 hour upon entry into the area 
or shall energize a conspicuous visible or 
audible alarm signal in such a manner 
that the individual entering and the em¬ 
ployer or a supervisor of the activity are 
made aware of the entry. In the case of 
a high radiation area established for a 
period of 30 days or less, such control de¬ 
vice is not required. 


3 Or “Danger". 
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(d) Airborne radioactivity areas. (1) 
As used in the regulations in this part, 
“airborne radioactivity area’* means (i) 
any room, enclosure, or operating area in 
which airborne radioactive materials, 
composed wholly or partly of radioactive 
material, exist in concentrations in ex¬ 
cess of the amounts specified in column 1 
of Table I of § 50-204.22; or (ii) any 
room, enclosure, or operating area in 
which airborne radioactive materials ex¬ 
ist in concentrations which, averaged 
over the number of hours in any w T eek 
during which individuals are in the area, 
exceed 25 percent of the amounts speci¬ 
fied in column 1 of said Table 1. 

(2) Each airborne radioactivity area 
shall be conspicuously posted with a sign 
or signs bearing the radiation caution 
symbol and the words: 

caution » 

Airborne Radioactivity Area 

(e) Additional requirements. (1) Each 
area or room in which radioactive mate¬ 
rial is used or stored and which contains 
any radioactive material (other than 
natural uranium or thorium) in any 
amount exceeding 10 times the quantity 
of such material specified in paragraph 
(g) of this section shall be conspicuously 
posted with a sign or signs bearing the 
radiation caution symbol and the words: 

caution ^ 

Radioactive Material(s) 

(2) Each area or room in which nat¬ 
ural uranium or thorium is used or stored 
in an amount exceeding 100 times the 
quantity specified in paragraph (g) of 
this section shall be conspicuously posted 
with a sign or signs bearing the radiation 
caution symbol and the words: 

caution 3 

Radioactive Materials 

(f) Containers. (1) Each container in 
which is transported, stored, or used a 
quantity of any radioactive material 
(other than natural uranium or thorium) 
greater than the quantity of such mate¬ 
rial specified in paragraph (g) of this 
section shall bear a durable, clearly visi¬ 
ble label bearing the radiation caution 
symbol and the words: 

caution 3 

Radioactive Material 

(2) Each container in which natural 
uranium or thorium is transported, 
stored, or used in a quantity greater than 
10 times the quantity specified in para¬ 
graph (g) of this section shall bear a 
durable, clearly visible label bearing the 
radiation caution symbol and the words: 

caution 2 

Radioactive Material 

(3) Notwithstanding the provisions of 
subparagraphs (1) and (2) of this para¬ 
graph a label shall not be required: 

(i) If the concentration of the mate¬ 
rial in the container does not exceed that 


3 Or “Danger”. 


specified in column 2 of Table 1 of § 50- 
204.22, or 

(ii) For laboratory containers, such as 
beakers, flasks, and tests tubes, used 
transiently in laboratory procedures, 
when the user is present. 

(4) Where containers are used for 
storage, the labels required in this para¬ 
graph shall state also the quantities and 
kinds of radioactive materials in the 
containers and the date of measure¬ 
ment of the quantities. 

(g) Material. 


Matcriul Micro- 

curies 


Ag><*. 

Ag'».; 

As 7 *, As 77 ... 

Au«*»... 

Au»*.;_;; ./*;. 

Ba'«H-Lai«. 

Be 7 . _I . 

c»*.inn*"':. 

Ca 4 *... 

Cc1««-t-Ak»».\ ” 

Ce»«+Pn«. 

ci*.... 

Co®. 

Cr*». 

Cs ,37 *f Ba ,n . ' 

Co*. * * 

Eu** 4 .: ~~ 

F».*__* 

. _ _ . . 

Fe**.. 

oa 77 . ^imirii 

Ge 71 . 

lI*(IJTO or I1«,0). 

I»»». 

In**.' IV 

Ir»»»_ 

k«.IIV-VIIIIIIIIIIWW 

La 1 ®. 

Mn sl . 

Mn M . 

Mo®. 

Na». 

Na". 

Nb». 

Ni»*. 

Ni«.... 

P».. 

Pd ,0, -f Hli tM ... 

Pd'«... 

Pm 747 . 

Posw. 

Pr 141 . 

Pu«*.. 

Ra m . 

Rb«. 

Re«®... • . 

Rh»®. 

Ru«*+Rb««. 

8«. 

Bbw. 

8c®. 

8m»«. 

RN r »». 

8r».... 

8r*H-Y*>. 

Ta«.^. 

Tc*.I 

Tc*. 

To 727 . 

To ,w ... 

Th (natural). 

Tl«*. 

Tritium. See !I». 

U (natural). 

Ttim. 

tTW-Us» . . 

v®..I_I_IV 

w»*... 

Y*. 

Y M ._. 

55n«.,... 

Unidentified radioactivo materials or any of 
the above in unknown mixtures. 


1 

10 

10 

10 

10 

1 

GO 

60 

10 

10 

1 

1 

1 

50 

1 

50 

1 

50 

50 

1 

10 

50 

250 

10 

1 

10 

10 

10 

1 

50 

10 

10 

10 

10 

1 

1 

10 

50 

10 

10 

0.1 

10 

1 

0.1 

10 

10 

10 

1 

50 

1 

1 

10 

10 

1 

0.1 

10 

I 

10 
• 1 

50 

50 

250 

50 

1 

50 

1 

10 

1 

10 

0.1 


Note: For purposes of §50-204.24 where there is 
involved a combination of Isotopes in known amounts, 
the limit for the combination 9hould be derived as 
follows: Determine, for each isotope in the combination, 
the ratio between the quantity present in the combina¬ 
tion and the limit otherwise established for the specific 
isotope when not in combination. The sum or such 
ratios for all the isotopes in the combination may not 
exceed “1” (i.e., “unity”). 


§ 50-201.23 Exceptions from poMin* 
requirements. 

Notwithstanding the provisions of 
§ 50-204.24: 

(a) A room or area is not required to 
be posted with a caution sign because 
of the presence of a sealed source pro¬ 
vided the radiation level 12 inches from 
the surface of the source container or 
housing does not exceed 5 millirem per 
hour. 

(b) Rooms or other areas in on site 
medical facilities are not required to be 
posted with caution signs because of the 
presence of patients containing radio¬ 
active material provided that there are 
personnel in attendance who shall take 
the precautions necessary to prevent the 
exposure of any individual to radiation 
or radioactive material in excess of the 
limits established in the regulations in 
this part. 

(c) Caution signs are not required to 
be posted at areas or rooms containing 
radioactive materials for periods of less 
than 8 hours: Provided. That (1) the 
materials are constantly attended dur¬ 
ing such periods by an individual who 
shall take the precautions necessary to 
prevent the exposure of any individual 
to radiation or radioactive materials 
in excess of the limits established in the 
regulations in this part; and (2) such 
area or room is subject to the employer’s 
control. 


§ 50-204.26 Exemptions for radioactive 
materials packaged for shipment. 

Radioactive materials packaged and 
labled in accordance with regulations of 
the Interstate Commerce Commission 
shall be exempt from the labeling and 
posting requirements during shipment, 
provided that the inside containers are 
labeled in accordance with the pro- 
visionsof § 50-204.24. 

§ 50—204.27 Instruction of personnel 
posting. 


Employers regulated by the AEC shall 
be governed by § 20.206 (10 CFR Part 
20) standards. Employers in a State 
named in § 50-204.34(0 shall be gov¬ 
erned by the requirements of the laws 
and regulations of that State. All other 
employers shall be regulated by the 


following: 

(a) All individuals working in or 
frequenting any portion of a radiation 
area shall be informed of the occurrence 
of radioactive materials or of radiation 
in such portions of the radiation area, 
shall be instructed in the safety prob¬ 
lems associated with exposure to suen 
materials or radiation and in precau¬ 
tions or devices to minimize exposure, 
shall be instructed in the applicable pro¬ 
visions of these radiation health ana 
safety regulations for the protection 0 
employees from exposure to radiatio 
or radioactive materials; and shall d 
advised of reports of radiation exposur 
which employees may request pursua 


to these regulations. 

(b) Each employer shall postcu - 
rent copy of the regulations of this p 
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and a copy of the operating procedures 
applicable to the work under contract 
conspicuously in such locations as to 
ensure that employees working in or 
frequenting radiation areas will observe 
these documents on the way to and from 
their place of employment, or shall keep 
such documents available for examina¬ 
tion of employees upon request. 

I § 50-204.28 Storage of radioactive ma¬ 
terials. 

Radioactive materials stored in a 
nonradiation area shall be secured 
against unauthorized removal from the 
place of storage. 

§50-204.29 Waste disposal. 

I No employer shall dispose of radio¬ 
active material except by transfer to 
an authorized recipient, or in a man- 
* ner approved by the Atomic Energy Com¬ 
mission or a State named in § 50-204.- 
: 34(0. 


§ 50-201.30 Notification of incidents, 

(a) Immediate notification. Each em¬ 
ployer shall immediately notify the Re¬ 
gional Director of the appropriate Wage 
and Labor Standards Administration, 
Office of Occupational Safety of the Bu¬ 
reau of Labor Standards of the U.S. De¬ 
partment of Labor, for employees not 
protected by AEC by means of 10 CFR 
Part 20, or the requirements of the laws 
and regulations of States named in § 50- 
204.34(c), by telephone or telegraph of 
any incident involving radiation which 
may have caused or threatens to cause: 

(1) Exposure of the whole body of any 
individual to 25 rems or more of radia¬ 
tion; exposure of the skin of the whole 
body of any individual to 150 rems or 
more of radiation; or exposure of the 
feet, ankles, hands or forearms of any 
individual to 375 rems or more of radia¬ 
tion; or 

(2) The release of radioactive material 
in concentrations which, if averaged over 
a period of 24 hours, would exceed 5,000 
times the limit specified for such mate¬ 
rials in Table II of § 50-204.22; or 

(3) A loss of 1 working week or more 
of the operation of any facilities af¬ 
fected ; or 

(4) Damage to property in excess of 

$ 100 , 000 . 

(b) Twenty-four hour notification. 
Each employer shall within 24 hours 
notify the Regional Director of the ap¬ 
propriate Wage and Labor Standards 
Administration, Office of Occupational 
Safety of the Bureau of Labor Standards 
of the U.S. Department of Labor; for em¬ 
ployees not protected by AEC by means 
of 10 CFR Part 20 or the requirements of 
the laws and applicable regulations of 
States named in § 50-204.34(c). by tele¬ 
phone or telegraph of any incident in¬ 
volving radiation which may have caused 
or threatens to cause: 

. Exposure of the whole body of any 
individual to 5 rems or more of radiation; 
exposure of the skin of the whole body 
*22 ^dividual to 30 rems or more of 
radiation; or exposure of the feet, ankles, 
ands, or forearms to 75 rems or more of 
radiation; or 


(2) A loss of 1 day or more of the 
operation of any facilities; or 

(3) Damage to property in excess of 

$ 1 , 000 . 

§ 50-204.31 Reporls of over-exposure 
and excessive levels and concentra¬ 
tions. 

(a) In addition to any notification re¬ 
quired by § 50-204.30 each employer shall 
make a report in writing within 30 days 
to the Regional Director of the appro¬ 
priate Wage and Labor Standards Ad¬ 
ministration, Office of Occupational 
Safety of the Bureau of Labor Standards 
of the U.S. Department of Labor, for em¬ 
ployees not protected by AEC by means 
of 10 CFR Part 20 or the requirements of 
the laws and regulations of States named 
in § 50-204.34(c). of each exposure of an 
individual to radiation or concentrations 
of radioactive material in excess of any 
applicable limit in this part. Each report 
required under this paragraph shall de¬ 
scribe the extent of exposure of persons 
to radiation or to radioactive material; 
levels of radiation and concentrations of 
radioactive material involved, the cause 
of the exposure, levels of concentrations; 
and corrective steps taken or planned to 
assure against a recurrence. 

(b) In any case where an employer is 
required pursuant to the provisions of 
this section to report to the U.S. Depart¬ 
ment of Labor any exposure of an indi¬ 
vidual to radiation or to concentrations 
of radioactive material, the employer 
shall also notify such individual of the 
nature and extent of exposure. Such no¬ 
tice shall be in writing and shall contain 
the following statement: 

You should preserve this report for future 
reference. 

§ 50—204.32 Records. 

(a) Every employer shall maintain 
records of the radiation exposure of all 
employees for whom personnel monitor¬ 
ing is required under § 50-204.23 and ad¬ 
vise each of his employees of his individ¬ 
ual exposure on at least an annual basis. 

(b) Every employer shall maintain 
records in the same units used in tables in 
§§ 50-204.21 and 50-204.22 showing the 
results of surveys required in this part. 

§ 50—204.33 Disclosure to former em¬ 
ployee of individual employee’s 
record. 

(a) At the request of a former em¬ 
ployee an employer shall furnish to the 
employee a report of the employee's ex¬ 
posure to radiation as shown in records 
maintained by the employer pursuant to 
§ 50-204.32(a). Such report shall be fur¬ 
nished within 30 days from the time the 
request is made, and shall cover each cal¬ 
endar quarter of the individual's employ¬ 
ment involving exposure to radiation or 
such lesser period as may be requested by 
the employee. The report shall also in¬ 
clude the results of any calculations and 
analysis of radioactive material deposited 
in the body of the employee. The report 
shall be in writing and contain the fol¬ 
lowing statement: 

You should preserve this report for future 
reference. 


(b) The former employee’s request 
should include appropriate identifying 
data, such as social security number and 
dates and locations of employment. 

§ 50—204.34 AEC licensees—AEC con- 
tractors operating AEC plants and 
facilities—AEC-agreement State li¬ 
censees or registrants. 

Ca) Any employer who possesses or 
uses source material, byproduct material, 
or special nuclear material, as defined in 
the Atomic Energy Act of 1954, as 
amended, under a license issued by the 
Atomic Energy Commission and in ac¬ 
cordance with the requirements of Part 
20, Chapter I, Title 10, Code of Federal 
Regulations, shall be deemed to be in 
compliance with the requirements of this 
part with respect to such possession and 
use. 

(b) AEC contractors operating AEC 
plants and facilities: Any employer who 
possesses or uses source material, by¬ 
product material, special nuclear ma¬ 
terial, or other radiation sources under 
a contract with the Atomic Energy Com¬ 
mission for the operation of AEC plants 
and facilities and in accordance with the 
standards, procedures, and other require¬ 
ments for radiation protection estab¬ 
lished by the Commission for such con¬ 
tract pursuant to the Atomic Energy 
Act of 1954 as amended (42 U.S.C. 2011 et 
seq.), shall be deemed to be in compli¬ 
ance with the requirements of this part 
with respect to such possession and use. 

(c) AEC-agreement State licensees or 
registrants: 

(1) Atomic Energy Act sources. Any 
employer who possesses or uses source 
material, byproduct material, or special 
nuclear material, as defined in the Atom¬ 
ic Energy Act of 1954, as amended (42 
UJS.C. 2011 et seq.), and has either reg¬ 
istered such sources with, or is operating 
under a license issued by, a State which 
ha4 an agreement in effect with the 
Atomic Energy Commission pursuant to 
section 274(b) (42 U.S.C. 2021(b)) of 
the Atomic Energy Act of 1954, as 
amended, and in accordance with the 
requirements of that State's laws and 
regulations shall be deemed to be in 
compliance with the radiation require¬ 
ments of this part, insofar as his posses¬ 
sion and use of such material is con¬ 
cerned, unless the Secretary of Labor, 
after conference with the Atomic Energy 
Commission, shall determine that the 
State’s program for control of these 
radiation sources is incompatible with 
the requirements of this part. Such 
agreements currently are in effect only in 
the States of Alabama. Arkansas, Cali¬ 
fornia, Kansas, Kentucky. Florida, Mis¬ 
sissippi, New Hampshire, New York, 
North Carolina, Texas, Tennessee, Ore¬ 
gon, and Idaho. 

(2) Other sources. Any employer who 
possesses or uses radiation sources other 
than source material, byproduct mate¬ 
rial, or special nuclear material, as de¬ 
fined in the Atomic Energy Act of 
1954, as amended (42 U.S.C. 2011 et seq.) t 
and has either registered such sources 
with, or is operating under a license is¬ 
sued by, a State which has an agreement 
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in effect with the Atomic Energy Com¬ 
mission pursuant to section 274(b) (42 
U.S.C. 2021(b)) of the Atomic Energy 
Act of 1954, as amended, and in accord¬ 
ance with the requirements of that 
State’s laws and regulations shall be 
deemed to be in compliance with the 
radiation requirements of this part, inso¬ 
far as his possession and use of such 
material is concerned, provided the 
State’s program for control of these 
radiation sources is the subject of a 
currently effective determination by the 
Secretary of Labor that such program is 
compatible with the requirements of this 
part. Such determinations currently are 
in effect only in the States of Alabama, 
Arkansas, California. Kansas, Kentucky, 
Florida, Mississippi, New Hampshire, 
New York, North Carolina, Texas, Ten¬ 
nessee, Oregon, and Idaho. 

§ 50—204.35 Radiation standards for 
mining. 

(a) For the purpose of this section, a 
“working level” is defined as any com¬ 
bination of radon daughters in 1 liter of 
air which will result in the ultimate emis¬ 
sion of 1.3X10 r ‘ million electron volts of 
potential alpha energy. The numerical 
value of the “working level” is derived 
from the alpha energy released by the 
total decay of short-lived radon daughter 
products in equilibrium with 100 pico- 
curies of radon 222 per liter of air. A 
“working level month” is defined as the 
exposure received by a worker breathing 
air at one working level concentration 
for 4 y 3 weeks of 40 hours each. 

(b) Occupational exposure to radon 
daughters in mines shall be controlled 
so that no individual will receive an ex¬ 
posure of more than 1.8 working level 
months in any consecutive 3-month 
period and no more than 3.6 working 
level months in any consecutive 12- 
month period. Actual exposures shall be 
kept as far below these values as prac¬ 
ticable: Provided, however , That mines 
with conditions that would result in an 
exposure of more than 3.6 working level 
months but not more than 12 working 
level months in any 12 consecutive 
months will be considered in compliance 
up to January 1, 1969, if an effective pro¬ 
gram is established and carried out to 
(1) protect the health and safety of 
employees exposed to these conditions, 
and (2) reduce the concentration to the 
3.6 working level months standard by 
January 1,1969. 

(c) (1) For uranium mines, records of 
environmental concentrations in the oc¬ 
cupied parts of the mine, and of the time 
spent in each area by each person in¬ 
volved in underground work shall be 
established and maintained. These 
records shall be in sufficient detail to 
permit calculations of the exposures, in 
units of working level months, of the 
individuals and shall be available for in¬ 
spection by the Secretary of Labor or 
his authorized agents. 

(2) For other than uranium mines 
and for surface workers in all mines, sub- 
paragraph (1) of this paragraph will be 
applicable: Provided , however , That if 


no environmental sample shows a con¬ 
centration greater than 0.3 working level 
in any occupied part of the mine, the 
maintenance of individual occupancy 
records and the calculation of individual 
exposures will not be required. 

(d) (1) At the request of an employee 
(or former employee) a report on the 
employee’s exposure to radiation as 
shown in records maintained by the em¬ 
ployer pursuant to paragraph (c) of this 
section, shall be furnished to him. The 
report shall be in writing and contain 
the following statement: 

This report Is furnished to you under the 
provisions of the U.S. Department of Labor 
radiation standards for mining (41 CFR 50- 
204.35(d)). You should preserve this report 
for future reference. 

(2) The former employee’s request 
should include appropriate identifying 
data, such as social security number and 
dates and locations of employment. 

§ 50—204.50 Harmful gases, vapors, 
fumes, dusts, and mists. 

(a) No employee shall be exposed to 
airborne materials at a concentration 
high enough to produce any adverse 
effect on his health. 

(b) The threshold limit values given 
in Table I below represent conditions to 
which employees may generally be ex¬ 
posed repeatedly for long periods with¬ 
out harm. It must be recognized that 
individuals may vary in susceptibility to 
any substance and the listed values may 
be excessive for particular individuals. 
Excursions of concentration above these 
levels may be permitted provided that 
they are compensated by equal excur¬ 
sions below the listed levels and that in 
any one day the sum of all of the prod¬ 
ucts of concentration multiplied by time 
in minutes does not exceed the product 
of the listed concentration multiplied 
by 480. 

(c) Concentrations listed in Table II 
below are not to be exceeded for even 
short times since the materials listed 
produce serious acute effects. 

(d) No contact shall be permitted 
with any of the materials listed in Table 
III below. 

Table 1.—Threshold Limit Values 


Substance ppm # Mg/M* 


Acetaldehyde. 200 300 

Acetic acid. 10 25 

Acetic anhydride. 5 20 

Acetone. 1,000 2,400 

Acetonitrile. 40 70 

Acetylene dichloride, see 1,2 
Diclorocthylene. 

Acetylene tetrabromide...... 1 14 

Acrolein.. .1 .25 

Acrylamide-Skin... .3 

Acrylonitrile-Skin. 20 45 

Aldrin-Skin.... .25 

Allyl alcohol-Skin...,. 2 5 

Allyl chloride. 1 3 

Allyl propyl disulfide.. 2 12 

2-Ami noethanol, see Ethanol* 
amine. 

2-Aminopyridlue___ .5 2 

Ammonia.. 50 35 

Ammonium sulfamate (Animate).... 15 

n-Amyl acetate. 100 525 

sec-Amyl acetate. 125 650 

Aniline-Skin. 5 19 

Anisidine (o, p-isomers)-Skin.. .5 

Antimony ana compounds (as 
8 b).5 


See footnotes at end of table. 


Table 1— Continued 


Substance 


ppm* Mg/M 1 *♦ 


ANTU (alpha naphthyl 

thiourea) . 

Arsenic and Compounds (os As) 

Arsine .'..’oi” 

Aziuphos-methyl-Skln . 

Barium (soluble compounds) .. 

Benzidine-Skin .. 

p-Benzoquinonc, sec Quinone 

Benzoyl peroxide . . 

Benzyl chloride . i. 

Beryllium ." ** 

Boron oxide . » * 

Bromine .’ *.j'“ . 

Bromoform-Skin . \ t 

Butadiene (1.3-butadiene)_ 

Butanethioi, see Butyl 

mercaptan . 

2-Butanonc... . 200 

2-Butoxy ethanol (Butyl Cello- 

solve)-Skin . 

Butyl acetate (n-butyl acetate) . 

n-Butyl acetate . 15 Q 

sec-Butyl acetate . 200 

tcrt-Butyl acetate. 2 i» 

Butyl alcohol. . 

tert. Butyl alcohol. 

Butylamlne-Skin . 

tert. Butyl chromate (as CrG 3 ) 

Skin. ... 

n-Butyl glycidyl ether (BtiE)... _ 

Butyl mercaptan . 

p-tert. ButylLolucne . 

Cadmium (Metal dust and 

soluble salts)... . 

Cadmium oxide fume. 

Calcium arsenate . 

Calcium oxide . 

Camphor . 

Carbary 1 (Sovln) (R). 

Carbon black .. 

Carbon dioxide. 6,000 


1,000 

2,200 

200 

590 

60 

240 

150 

710 

150 

710 

200 

960 

200 

950 

100 

300 

100 

300 

5 

15 

50 

270 

10 

36 

10 

60 


Carbon disulflde-Skin. 

Carbon monoxide. 

Carbon tetrachloride-Skin. 

Chlordane-Skin. 

Chlorinated campliene, -Skin_ 

Chlorinated diphenyl oxide_ 

Chlorine dioxide... 

Chlorobenzene (moiiochloro- 

benzoue). 

o-Cb!orol>enzylidcno malono- 

nitrile (OCBM). 

Chlorobroinome thane. 

2-Chloro-l,3 butadiene, see 

Chloroprene. 

Chlorodiphenyl (42% chlorine)- 

Skin._. 

Chlorodiphenyl (54% chlorine)- 
Skln. 

1, Chloro, 2,3 epoxypropane, see 

Eplchlorhydrin. 

2, Chloroethanol. see Ethylene 

chlorohy drill. 

Chloroethylene, see Vinyl 


20 

60 

10 


75 


.3 

.1 

5 

2 

8 

3.5 

9,000 

60 

55 

65 

.5 

.5 

.5 

.3 

350 


200 


.05 


1,050 


chloride.- 

1 -Chloro-l-nitropropane. 

Chloropicrin. 

20 

.1 

100 

.7 

Chloroprene (2-chloro-l,3- 

buta<llene)-Skin. 

Chromic acid and chromates 
(as Or03) .. 

25 

00 

Coal tar pitch volatiles (benzene 
soluble fraction) (anthracene, 
BaP, phenanthrene, acridine, 


.2 






to 



1 



. ii 

Crcsol (all isomers)-Skin. 

C rotonaldeh y de .— 

Cumene-Skin . 

5 

2 

50 

22 

0 

245 

5 

Cyclohexane. 

Cyclohexanol. 

Cyclohexanone. 

300 

50 

50 

300 

1,050 

200 

200 

1,015 

200 

10 

Cyciopcntadicne...- 

75 



1 



1 

Decaborane-Skin... 


.3 



, 1 

Diacetone alcohol (4-hydroxy-4- 

methy I- 2 -pentanone).. 

1,2 Dianiinoethane, 

see Klthylenedlamine. 

Diazomethane... 

50 

.2 

240 

.4 

| 


.1 

# 1 

1,2-Dibromoethane (ethylene 

dibromide)- 8 kin. 

p-Dichlorobenzene___- 

25 

75 

190 

450 

Dichlorodifluorome thane. 

1,000 

4,050 
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jlDfchkircKl, 5 dimethyl 

liydi4iJU»*n_ 

mMeWoroethane 
l>L>ichlorootbiine. 

|>Dfcbloroetliylcne. 

picbloromctimni', 

Mfiliytonechloride... 

Dichloromonofliroromethane —— 1,000 

l,l-f>ichlon>*l*nitroc thane. 10 

l>DieWoroproj>iine, 

in Propyfenediehlorlac. 

DkMorotetnfluoroethano. 1,000 

1 : in 


Dkethylanilne. 25 

pfetbylaminoeihanol-Skin - 10 

DWhyleihcr, see Ethyl ether . 

ptfluorodibromomethane.....— . 100 

Dlhydroiybermno, 

«*ny<: Iroquinono-......... 

PUsobuty I ket one.------ 

Phnethoxymethane, wh* Mcthy Ial. 

Pinietliyl uoetnmidc-Skln -~ 

Dime thy tom ine. — 

D Imethy lam i 11 oho nzene, 

see Xyllderu* ......... 

Diroeittylftnllinc (N-dimethyl- 

tuifline)-8kin. . 

Ptamthylbomi'no, see Xyleno- 

Dimethyl l,2-<libromo-2,2-di- 


50 


(Ihhrom)(: , 

Ptaethyifornmrnf dc-Skin. — 10 

tfi Dimeth y lhej umone, see 

Piisobatyl ketone.. .- 

U-DtmethyHn*(lrazine*81dn - .5 

Phnethylmlfat e-Skin _ 1 

DinitrobtiiteiU' (all isomers)--Skin--.... 

DftUtro-o-cnttol-Skin. .. . .. 

Dinftrotoluene-3kin_ _«. 

Dtoxane (Diethylene dioxide)- 

Skin.. 100 

Diplwmylmetbane diisncyanat® 

(See Methylene his phenyl 

isocyanate (MI>1))_. ._ 

Dipropylene glycol methyl 

ether-Skin. 100 

Dl-sflc, octyl pbthalata (1M-2- 
^ethylhexylphthalato)_ _ 

E^lorhydrin-Skin.'irrilllZrrr .5 

V-Epaxypropane, see 

Propyleneoxide__ 

l^Epoxy-l-proirtxnol see 

Glyddol.. _ 

Ethanethlol, see Kthylmercaptan. 
KUunotamine... ._ 3 

2 Ethoxyethanol-Skin. 200 

2 Ethoxyethylacetate (Ccllosolve 

•cotate) Skin_ 100 

Ethyl acetate... . 400 

Ethyl acrylate Skin . 25 

Ethyl alcohol (ethanol)_ 1, OOO 

Ethylamino. 10 

Ethyl sec-amyi ketone (5- 

methyi-3-heptanone) _ 25 

gnyl benxene.__ . 100 

«hjl bromide.. 200 

Etoyl butyl ketone (2- 

,.08 

. 400 

SM •wmalo - 100 

Ethyl lihcate. 100 

Ethy^ chlomhydrin-Skin . 

Ethylenedinmine_ _ 

Ethylepe dihroniide, set l.% 

Dibromoethane.. . 

Ethylene glycol monomethH 
®tbcr acetate, see Methyl 

acetate .. 

Ethylene Jmine-Skin 
Ethylene oxide. . 

teas*-** 

P^hvhnnriOioUiie-Ski^ _ 

Fluoride (as F).. . 

Fluorine... ***** 

Formic acid.. ^ * 

Furftiral-Sktn_ .. 5 

p^iataohd.— :::::::::::: » 


3 

30 


1 

5 

1 

.2 

L5 


360 


GOO 


5 

10 


.1 

10 

^ .5 


6 

740 

540 

1,400 

100 

1,900 

18 

130 

435 

890 

230 

2,600 

1,200 

300 

850 

16 

25 


.5 


SO 


20 


.1 


50 


1 

00 


04 

15 

1 

2.5 

.2 

5,600 

0 

20 
200 
. A6 
150 


geptacUlorsSkin . .. 

Sgssaig-— *T~ 

ilcxanc (n-bexane)_ 500 

Bee footnotes at end of table. 
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1,800 
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Tabus I — Continued 


Substance 


ppm* Mg/M* ** 


4,200 


7,000 

_ .25 

75 

50 


290 


35 

18 


25 


. 10 


2-IIeotanone. .. 

llexone ... . .. 

sec-IIexyl acetate - 

Hydrar.lne-SkJu - 

Hydrogen bromide_ 

Hydrogen chloride - 

Hydrogen cyanido-Skin. 

Hydrogen fluoride .. 

Hydrogen iHToxkle,90% - 

Hydrogen sdcnlde- 

Hydrogen sulfide... 

llydroquiuonc _ — 

Iron oxide fume _ — 

Isoamyl alcohol —. — 

Isoamyl acetate .— 

Isobutyl acetate.. 

Isophorone ....-.- 

Isopropyl acetate - 

Isopropyl alcohol. --- 

Isopropylamine ___ 

Isopropylether . - 

Isopropyl glycidyl ether (IGK)... 

Ketone ...——-- 

Lead . 

Lead arsenate . 

LLndane-Skin _ — 

Lithium hydride ... 

LI*Q (liquefied petroleum gas)— - 

Magnesium oxide fume . 

Malathfcm-Skln .. 

Mercury-Skin. .... 

Mercury (organic compounds)- 

8 kin .*.. 

Mesityl oxide. .. — 

Motlianethiol, sec Methyl mer¬ 
captan . - 

Mothoxychlor __ __ 

2-Methoxyothanol, see Methyl 

collosolvo ...—- 

Methyl acetate .. 

Methyl acetylene (propyuo)- 

Methyl acetylone-propadlene 

mixture (MAPP) . . 

Methyl acrylate-Skin. 

Mothylal (dimcthoxyniethane)... 

Methyl alcohol (methanol). 

Mcthylamine . — 

Methyl amyl alcohol, see Methyl 

isobutyl carbinol. 

Methyl (n-arayl) ketone (2- 


100 

100 

50 

1 

3 

6 

10 

3 

1 


.05 


100 

100 

150 

25 

250 

400 

5 

500 

50 


.5 


1,000 


410 

410 

300 

1.3 

10 

7 

11 

2 

L4 

.2 

15 

2 

10 

360 

625 

700 

140 

950 

080 

12 

2,100 

240 

.9 

.2 

.15 

.5 

.025 

1,800 

15 

15 

.1 


25 


200 

L000 


100 


15 


610 

1,660 


.01 


Methyl butyl ketone, sec 2-Hexa* 

none._ __ 

Methyl cellosolve-Skln- 

Methyl ccllosolve acetate-Skin - 

Methyl chloroform— .. 

M eth y Icy cloh ex ane- — 

Methyleyclohexanol. .— 

o-Methylcyclohexanone-Skin- 

Methyl ethyl ketone (MEK), 

see 2-Butanone _ — 

Methyl formate .- 

Methyl iodklo-Skin . — 

Methyl isobutyl cu. rinol-Skfn—. 
Methyl isobutyl ketone, see 

Hexone . - 

Methyl Isocyanate-Skin .— 

Methyl methacrylate . - 

Methyl propyl ketone, seo 2- 

Pentanone ----- 

Methylene chloride (dichloro* 

methane) .. . 

Molybdenum (soluble com¬ 
pounds) --- 

(insoluble compounds). — 

Monomethyl aninno-SkiiL..— 

Morpholino-Skin ...—. 

Naphtha (coal tar)- — 

Naphthalene .-. - 

Nickel carbonyl . 

Nickel, metal and soluble com¬ 
pounds . 

Nicotine-Skin _ 

Nitric acid .... 

p-NitroanMnc-Skin . 

N itrobenxene-Skln . 

p-N itrochloro-benerne-Skln- 

Nitrocthane. 


.5 

.5 


Nitrogen trifluoride... 

Nitrome thane-- 

1- Nitropropane.. 

2- N (tropropane... 

Nttrotoluene-Skin___...... 

Nitrotrichloromethane, see 

Chloropicrin- 

Octane-* 

OH mist (mineral)_....... 

Osmium tctroxlde----—— 

Oxalic acid-- 

Oxygen difluoride_ 

Oroue... 

Parathion-Skin.—. 

Pen taborane- — 

l'entadi loronaphtbalone-Skin. . ^- 

Pentaclilorophenol-Skln- 

Pentane.. 


,000 

1,800 

10 

35 

,000 

3,100 

200 

260 

10 

12 

100 

465 

25 

80 

25 

120 

350 

1,900 

2,000 

500 

100 

470 

100 

460 

100 

250 

6 

28 

25 

100 

.02 

.( 

100 

410 

500 

1,740 

— 

5 

15 

2 

9 

20 

70 

200 

800 

10 

50 

.001 

1 

- 

,, 


5 

1 

6 

1 

5 


1 

100 

310 

10 

29 

100 

250 

25 

90 

25 

90 

6 

30 

500 

2,350 


.05 


_ .5 


.06 

.1 


.005 
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Tablb I—Continued 


Substance 


ppm* Mg/M* •• 


2-Pentanone.- 200 700 

Perchlorocthylene.— 100 670 

Perchloromfct hyl mercaptan- .1 .8 

l’erchloryl fluoride...- 3 13.5 

Putfolcum Distillates (naphtha).. 500 2,000 

Phcnol-.Skin.— 5 19 

p-Phony lei it* diamine-Skin-— .1 

Phenyl other (vapor).- 1 7 

Phenyl ether-liiphenyl mixture 

(vapor). - 1 7 

Phenyiethylene, see Styrene.. 

Phenyl glycidyl ether (PG E)- 50 310 

Phenylliydraxinc-Skin.- 5 22 

Pbosdrin (Movinphos) (R)-Skin- .1 

Phosgene (carbonyl chloride)-- .1 .4 

Phosphine....- .3 .4 

Phosphoric acid... 1 

Phosphorus (yellow).-. • 1 

Phosphorus pmitachlorlde—-— - 1 

Phosphorus pentasullide—.. 1 

Phosphorus trichloride... — - . 5 3 

Phthalic anhydride. 2 12 

Picric acid-Skin... .1 

Pival (2-Plvalyl-l, 3-iudamlione)- . 1 

Platinum (Soluble Salts).. -002 

Propane . 1,000 1,800 

0 Propiolactone. A* 

«-Propyi acetate.200 840 

71 -Propyl nitrate.... 25 110 

Propylene dichloride. 75 350 

Propylene imine-Skin. 2 5 

Propylene oxide. 100 240 

Propync, see Mothylucotylcne- 

Pyre til rum. 8 

Pyridine.. 5 15 

Quinone____ . 1 

Rhodium, Metal fumo and dusts. 

Soluble salts.. 

Ro to n one (commercial).—— 5 

Selenium compounds (as Se).- 

Selenium hexafluoride.. .05 

Silvor, metal and soluble com¬ 
pounds__—.. 

Sodium fluoroaoetate (1080)-Skin.. 

Sodium hydroxide.. 2 

Stibine.- *1 *8 

Stoddard solvent. 500 2,900 

Strychnine. — • 16 

Sulfur dioxide. 5 13 

Sulfur hexafluoride... 1,000 G*000 

Sulfuric add.. - 1 

Sulfur -monochlaride. 1 6 

Sulfur pentalluorkle-... .025 -25 

Sulfuryl fluoride—.- 5 

Systox, see Demoton 

2,4,5 T.. 

Tantalum.... 

TE DP-Skln..2 

Teflon (R) decomposition prod¬ 
ucts. - A* 

Tellurium..... .1 

Tellurium hexafluoride... .02 .2 

TEPP-SkJxu..-08 

1.1.1.2- T etmchloro-2,2-difluoro- 

ethane.- 

1.1.2.2- Tetrachloro-L 2<lifluoro- 

ethane__ 

1.1.2.2- Tetrach loroethane-Skin... 

Tetrachloroethylone, seo Per- 

chloroethylene. 

Tetrachloroniethane, see Carbon 
tetrachloride. 

Tetraethyl lead (as Pb)-Skin..... .075 


.4 

.1 

.001 


.2 

.4 


.01 

.06 


600 


500 

5 


20 


10 

5 


4,170 

4,170 

35 


.007 


1,000 


2,950 


.002 

1 

.1 

.2 

.1 

.01 

.8 

.5 


Tctrahydrofuran.- 200 

Tetramethyl lead (TML) (as 

lead)-Skin.... 

Tetramethyl succinonftrile-Skln.. .5 

Tetranltromethane..—.. 1 

Tetryl (2,4,6-trinltrophenyl- 

methy!nitramtne)-Skin.. 

Thallium (soluble eompounds)- 

Thirain.-. 

Tin (inorganic empds, except 

oxide)... 

Tin (organic empds)... 

Titanium dioxide. 

Toluene (toluol)- 200 

o-Toliiidine-Skin- 6 

Toiaphene, sec Chlorinated 

camnhene--- 

1. L 1-Trichlorocthano, see Methyl 
chloroform—.. 

1.1.2- Trichloroe thane-Skin—j- 10 

Trichloroethylene-— 100 

Trichloromethane, see Chloro¬ 
form...... 

Trichloronaphthalene-3kin- 

1.2.3- TrIchloropropane_— 50 

1,1^-Trlchloro 1,2,2-trifluoro- 

p.thano__ 1,000 

Trletby lftTotne. ... ... ._ 25 

Triiluoromonobromornethane- 1,000 

2,4,5-TriuitrophenoL ace Picric 
acid. 


590 


.075 

3 

8 

1.5 


15 

750 

22 


45 

536 


6 

300 

7,600 

100 

moo 


2,4,6-TrinitxophenylmethyU 
nitramine, see Tetryl_ 
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Table I — Continued 


Substance 


ppm* Mg/M* * 


Trinitrotoluene-Skin__ 1.5 

Triorthocresyl phosphate. .1 

Triphenyl phosphate... 3 

Turpentine. 100 560 

Uranium (soluble compounds). .05 

(insoluble compounds) __.. .25 

Vinyl Ijenzone, sec Styrene. 

Vinylcyanlde, see Acrylonitrile... 

Vinyl toluene. 100 480 

Warfarin. .1 

Xylene (xylol). 100 435 

Xylldine-Skin. 5 25 

Yttrium. 1 

Zinc Chloride Fume.. 1.0 

Zinc oxide fume.... 6 

Zirconium compounds (as Zr). 6 


•Parts of vapor or gas per million ports of contaminated 
air by volume at 25 ° C. and 760 mm. Ilg pressure. 

Approximate milligrams of particulate per cubic 


Approximate milligrams of particui 
meter of air. 


Respirable Dusts Evaluated by Count 


Substance 


m.p.p.c.f.* 


Silica: 

Crystalline 
quartz, thresh¬ 
old limit 
calculated 

from the 250* • 10 

formula..... or -=mg/m 

% 8lOrH % SiOH-2 

Cristobollte from 
the formula— 

Amorphous, 

including 

natural diatom- 80 

aceous earth.. 20 or - 

% StOj 

tTreraolite. 5 

Silicates (loss than 

1 percent crys- — 

talline silica): 

20 

Asbestos.. 5 - 

% asbestos 
80 

Mica. 20 - 

% mica 
80 

Soapstone.. 20 - 

% soapstone 
80 

Talc... 20- 

% talc 

Portland cement.. 60 

10 

Graphito (natural). 15 - 

% SiOt+2 

“Inert’' or nuisance 

particulates. 50 (or 5 mg/m* whichever 

is the smaller). 

Conversion factors: 

mppcf X35.3 ** million particles per cubic meter. 

*= particles per c.c. 

•Millions of particles per cubic foot of air, based on 
Impinger samples counted by light-field technics. 

••The percentage of crystalline silica in the formula is 
the amount determined from air-borne samples, except 
hi those lostances in which other methods have been 
shown to be applicable. 

tThe percentage of silica is the percentage in the 
respirable range as determined by an appropriate classify¬ 
ing sampler. 

Table IT. —Ceiling Values 


Substance 


ppm Mg/M* 


Ally] glycidyl ether (A.G.E.)_ 

Benzene (skin)_ 

Boron trifluoride. 

Butylamine (skin). 

tert. Butyl chromate (as CrsOi)-. 

Chlorine... 

Chlorine trifluoride.:_ 

Chloroacetaldehyde. 

Chloroform (trichloromcthonc).. 

o-Dichloroiienzcne. 

Dichloroethyl ether (skin). 

1,1-Dichloro-l-nitroctbane. 

Diglicidyl ether (D.G.E.). 

Ktnvl mercaptan.. 

Ethylene glycol dlnltrate (skin). 

Form aldehyde..—. 

Hydrogen chloride. 

Iodine.... 

Manganese... 

Motiiyl bromide (skin).. 


10 

45 

25 

80 

1 

3 

6 

15 


.1 

1 

3 

.1 

.4 

1 

3 

50 

240 

50 

300 

15 

90 

10 

60 

.6 

2.8 

10 

25 

.2 

1.2 

5 

6 

6 

7 

.1 

1 


6 

20 

80 
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Table II—Continued 


Substance 

ppm 

Mg/M* 

Methyl chloride.... 

100 

210 

Methyl mercaptan. 

a Methyl styrene (2 phenyl propene) 
Methjrleue bisphenyl isocyanate 

Monoinethyl hydrazine (skin). 

Nitrogen dioxide..„.. 

10 

100 

.02 

20 

480 

.2 

.2 

5 

.35 

0 

Nitroglycerin (skin). 

Styrene (phenylethyleno). _ 

Toluene-2, 4 -diLsocyanate. 

Vanadium (VfO> dust).. 

(V jOj fume)_ 

.2 

100 

.02 

2 

420 

.14 

.5 

.1 

Vinyl chloride. 

"’566"'* 

1,300 


Table III 

Substarices to which exposure by any route 
at any level is not permitted. 

Benzidine. 

B-Napthylamine. 

N-N1 trosodime thylamine. 

B-Propiolactone. 

§ 50-204.60 Materia] handling and stor¬ 
age. 

(a) Where mechanical handling 
equipment is used, sufficient safe clear¬ 
ances shall be allowed for aisles, at load¬ 
ing docks, through doorways and wher¬ 
ever turns or passage must be made. 
Aisles and passageways shall be kept 
clear and in good repair, with no ob¬ 
struction across or in aisles that could 
create a hazard. Permanent aisles and 
passageways shall be appropriately 
marked. 

(b) Stacking or storage of material 
shall not create a hazard. 

(c) Storage areas shall be kept free 
from accumulation of materials that 
constitute hazards from tripping, fire, 
explosion, or animal bites. Vegetation 
control will be exercised when necessary. 

(d) Proper drainage shall be provided. 

<e) Clearance signs to warn of clear¬ 
ance limits shall be provided. 

(f) Derail and bumper blocks shall be 
provided on spur RR. tracks. 

(g) Covers and guard rails shall be 
provided to protect personnel from the 
hazards of open pits, tanks, vats, ditches, 
etc. 

§ 50—204.61 Tools and equipment. 

Each employer shall be responsible for 
the safe condition of the tools and equip¬ 
ment used by employees, whether fur¬ 
nished by him or by them. 

§ 50—204.62 Point of operation guard¬ 
ing. 

(a) One or more means of safeguard¬ 
ing the operator from the hazards at the 
point of operation shall be provided and 
used. 

(b) General requirements for point of 
operation guarding: (1) Every point of 
operation guarding device shall be per¬ 
manently affixed to the machine so as 
not to offer an accident hazard in itself. 

(2) The device shall be designed and 
constructed so that it is impossible for 
the operator to place or permit any por¬ 
tion of his body to remain within the 
danger zone during operation. 

(3) Special hand tools for placing and 
removing material shall be such as to 
permit easy handling of material with¬ 
out the operator placing a hand in the 


danger zone. Such tools shall not be in 
lieu of other guarding required by this 
section, but can only be used to supple, 
ment protection provided. 

(c) The following are some of the ma¬ 
chines which require point of operation 
guarding: 

Drill presses. 

Planers and shapers. 

Guillotine cutters. 

Shears. 

Alligator shears. 

Power presses. 

Lathes and turning machines. 

Boring machines. 

Milling machines. 

Saws of all types. 

Jointers. 

Sanding machines. 

Portable power tools. 

Revolving drums and cylinders. 

Forming rolls and calenders. 

Fans. 

§ 50—204.63 Medical services and first 
aid. 

(a) The employer shall ensure the 
ready availability of medical personnel 
for advice and consultation on matters 
of plant health. 

(b) In the absence of an infirmary, 
clinic or hospital in near proximity to 
the work place which is used for the 
treatment of all injured employees, a 
person or persons shall be adequately 
trained to render first aid. First aid sup¬ 
plies approved by the consulting physi¬ 
cian shall be readily available. 

(c) Where the eyes or body of any per¬ 
son may be exposed to injurious corro¬ 
sive materials, suitable facilities for 
quick drenching or flushing of the eyes 
and body shall be provided within the 
work area for immediate emergency use. 

§ 50—204.64 Personal protective equip¬ 
ment. 

Protective equipment, including per¬ 
sonal protective equipment for eyes, face, 
head, and extremities, protective cloth¬ 
ing, respiratory devices, and protective 
shields and barriers, shall be provided 
and maintained in a sanitary and reli¬ 
able condition wherever it is necessary 
by reason of hazards of processes or en¬ 
vironment, chemical hazards, radiolog- 
ical hazards, or mechanical irritants 
encountered in a manner capable oi 
causing injury or impairment in | func “ 
tion of any part of the body ttaougn 
absorption, inhalation or physical con¬ 
tact. Where employees provide their own 
protective equipment, the employer sn 
be responsible to assure the adequacy, 
including proper maintenance and sani¬ 
tation, of such equipment. 

§ 50-204.65 Standards for visual inspec¬ 
tion of compressed gas cylinders. 

Every contractor shall determine that 
compressed gas cylinders under. hl *> I 
trol are in a safe condition to the ex 
that this can be determined by vnsuai 
inspection. The procedures and stanaar 

set out in Compressed Gas Association 

Pamphlet C-6, Fourth Edition. 1968. sna 
be employed for such visual inspwtkms 
except for cylinders made to ICC p 
fleation 3 H.T. which shall be inspect* 
according to C.G.A. Pamphlet C-8-iw • 
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§50-204.66 Acetylene. 

The transportation, storage, and util¬ 
ization of acetylene shall be In accord¬ 
ance with Compressed Gas Association 
pamphlet G-l-1966 except for trans¬ 
portation and metering of large amounts 
of chemical synthesis which shall be 
in accordance with § 50—204.67. 

! § 30-204.67 Acetylene transmission for 
chemical synthesis. 

Where acetylene is transported by 
pipeline in large quantity, the minimum 
standards for installation and operation 
of the pipelines and accessories shall be 
those of the Compressed Gas Association 
Pamphlet G-l .3-1959. 

§50-204.68 Acetylene cylinder charg¬ 
ing plants. 

Plants for the generation and com¬ 
pressing of acetylene for charging acety¬ 
lene cylinders shall be designed, con¬ 
structed, and installed in compliance 
with the standards of Compressed Gas 
Association Pamphlet G-l.4-1966. 

§ 50-204.69 Oxygen. 

Handling, transportation, and utiliza¬ 
tion of oxygen as a liquid or as a com¬ 
pressed gas shall be in accordance with 
the requirements of Compressed Gas 
Association Pamphlet G-4-1962. 

§ 50-204.70 Hydrogen. 

Handling, storage, and utilization of 
hydrogen as a liquid or gas shall be by 
procedures and in systems designed and 
installed in accordance with Compressed 
Gas Association Pamphlets G-5.1-1961 
and G-5.2-1966. 

§ 50-204.7 1 Nitrous oxide. 

Piped systems for the distribution of 
nitrous oxide shall be designed, installed, 


maintained, and operated in accordance 
with the criteria and rules in Compressed 
Gas Association Pamphlet G-8.1-1964. 

§ 50-204.72 Compressed gases. 

Compressed gases In cylinders, railway 
tank cars, or motor vehicle cargo tanks 
shall be handled, stored, and utilized in 
accordance with the rules and procedures 
of Compressed Gas Association Pamphlet 
P-1-1965. 

§ 50—204.73 Safety relief devices for 
compressed gas containers. 

Compressed gas cylinders, portable 
tanks, and cargo tanks shall have pres¬ 
sure relief devices installed and main¬ 
tained in accordance with Compressed 
Gas Association Pamphlets S-l.1-1963 
and 1965 addenda and S-l.2-1963. 

§ 50—204.74 Safe practices for welding 
and cutting on containers which have 
held combustibles. 

Welding or cutting or both on con¬ 
tainers which have held flammable or 
combustible solids, liquids, or gases, or 
have contained substances which may 
produce flammable vapors or gases will 
not be attempted until the containers 
have been thoroughly cleaned in strict 
accordance with the rules and procedures 
embodied in American Welding Society 
Pamphlet A-6.0-65, edition of 1965. 

§50—204.75 Traffic safety. 

Traffic in connection with Public Con¬ 
tracts shall be conducted in accordance 
with Chapters 10, 11, 12, and 14 of the 
Uniform Vehicle Code of the National 
Committee on Uniform Traffic Laws and 
Ordinances—1962 edition. 

2. Section 50-201.502 of 41 CFR Part 
50-201 is proposed to be revised to read 
as follows: 


§ 50-201.502 Records of injuries. 

(a) Every person who is or shall be¬ 
come a party to a Government contract 
which is subject to the provisions of the 
Walsh-Healey Public Contracts Act and 
the regulations thereunder, or who is 
performing or shall perform any part of 
such contract subject to the provisions 
of such act or regulations, shall maintain 
the records specified below which shall 
be available for inspection by author¬ 
ized representatives of the Secretary of 
Labor: 

(1) Records of all work injuries to em¬ 
ployees, including a brief description of 
the manner of occurrence and the date 
and duration of disability. 

(2) Records of injury frequency rates, 
calculated annually on a calendar year 
basis commencing the first of January of 
each year, as defined in United States of 
America Standards Institute, Z16.1—1967 
“Method of Recording and Measuring 
Work Injury Experience/' 

(3) Records of injury severity rates, 
calculated annually on a calendar year 
basis commencing the first of January of 
each year, as defined in United States of 
America Standards Institute, Z16.1—1967 
“Method of Recording and Measuring 
Work Injury Experience." 

(b) The records required in paragraph 
(a) of this section shall be kept on file at 
least 3 years from the date of entry. 

(Sec. 4, 49 Stat. 2038, as amended; 41 U.S.O 
38) 

Signed at Washington, D.C., this 9th 
day of September 1968. 

Willard Wirtz, 
Secretary of Labor. 

[PR. Doc. 68-11337; Filed, Sept. 19, 1968; 

8:45 ajn.] 
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